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HOW TO RENDER COAL MINING SAFE. 


THE recent mining catastrophes in this country have 
apparently had the effect of rousing the public interest 
to the fact that it is high time for some effective mea- 
sures to be taken to render working in coal pits a safe 
occupation, or at least less dangerous than it has been 
in the past. Mining is about the only enterprise in 
which, year after year, the same callous indiffe- 
rence appears to exist respecting the safety of those 
toilers on whose labours so much of the com- 
mercial welfare of England depends: and we again 
repeat that strong measures should, without further 
delay, be adopted for the better protection of miners 
from the all too frequent and disastrous explosions 
which unfortunately give little or no warning of their 
coming. Whilst advocating the fair trial of every- 
thing which human ingenuity can suggest, and which 
competent authorities shall decide to be worthy of 
employment for rendering these underground laby- 
rinths comparatively free from danger, we cannot 
ignore the fact that those whom we wish to protect 
are themselves the primary cause, in many instances, 
of the calamities which we have so frequently to de- 
plore. The recklessness of the miner is proverbial, 
and disaster upon disaster have really no effect in 
teaching him to exercise care and caution whilst in the 
pursuit of his risky and arduous occupation. Give him 
the most effective of safety lamps and he will do his 
best to render useless the efforts made by his employers 
for his own good. 

The too general employment of naked lights, a 
practice which should long since have been abolished, 
is a grave mistake for which, however, the miner is 
not altogether to blame, for their use is countenanced 
in some districts by the officials in charge of the 
mines. 

The Pendlebury accident is attributed solely to the 
foolish habit to which we have just alluded; and with 
this catastrophe still fresh in our memories, we should 
at least strive to secure the abolition of this most 
fruitful source of danger. 

It goes without saying that the majority of our 
readers are convinced that immunity from explosions 
can only be made absolute by the employment of the 
electric incandescent lamp, but we must not in our 
championship of electric lighting, forget that con- 
siderable difficulties are entailed in securing, for a 
mine installation, freedom from accidental interrup- 
tion. Blasting operations, the falling in of roofs, 
falling coal, a misdirected blow from a pickaxe, &c., 
might easily be the cause of many broken lamps or 
even the breaking of a circuit. For mining purposes, 
therefore, we feel assured that the most practical 


arrangement will be, as now, a portable light, but 
without the same attendant dangers. The lamp must 
be easily carried, of but little weight, readily managed, 
not easily disarranged, quickly repaired, and equal to 
a demand of several hours’ illumination without atten- 
tion, be it electric or otherwise ; and,. above all, it 
should be of a construction which, like “ Griffiths’ 
safes,” cannot be tampered with. 

The field for invention in connection with coal 
mining is a wide one, and on the man who can reduce 
the list of fatal pit accidents by even a small per- 
centage a mine of wealth ought to be showered. 

It is devoutly to be boped that amongst the number 
of competitors for Mr. Ellis Lever’s prize of £500 for 
the best electric safety lamp, there will be at least 
one thought worthy, on this the second occasion of 
Mr. Lever’s munificent offer, of the award. 

There is, however, a matter of still more importance 
than the actual.lighting of a coal mine which demands 
consideration. Would not these subterranean opera- 
tions be carried on in comparative safety if a constant 
and infallible means of indicating, to those in charge 
at the surface of the pit, the exact conditions existing 
in all parts of the mine, could be secured? We think 
80. 

If we can by any means be made aware of a coming 
danger, we are in a position to take the precautions we 
think most fit to meet the threatened calamity, and 
such means appear to us to be forthcoming in a manner 
not heretofore approached, by the employment of the 
apparatus described in our other columns. 

It has been said, with how much truth we do not 
know, that the managers of coal mines are as a body 
averse to the expenditure which would be incurred in 
fitting an extensive mine with apparatus more costly, 
but more perfect, in exchange for the crude means 
now employed; but we can scarcely believe that 
monetary considerations take preference before the 
lives of their workmen. 

At all events, we trust the time has now arrived 
when decided steps should be taken, and something 
definite accomplished, in the direction of rendering 
coal mining a safe operation ; or must we wait until a 
few mine owners are numbered with the slain ? 


Experiments in Long Distance Telephony.—Tele- 
phone experiments of an important character were 
made on Thursday last week by officials of the Post 
Office between Uxbridge, 15 miles west of London, and 
Liverpool. The experimentalists were Mr. Woods, of 
Oxford, and Mr. F. E. Evans, of Birmingham, superin- 
tendent engineer, the latter having charge of the 
Liverpool station. The Gower-Bell telephone was 
used for the purpose, and connection was made with a 
new line of telegraph. The distance between Liver- 
pool and Uxbridge is 200 miles, and experts were 
doubtful about the result of the experiments, this 
being the longest distance ever tried in England for 
telephonic communication. The test applied, how- 
ever, is said to have satisfied the operators that it is 
possible to communicate between centres twice that 
distance apart. A double wire was used in this 
instance and conversation was distinctly audible, and 
Mr. Woods, the operator at Uxbridge, acknowledged 
that though he had been very sanguine of success, his 
expectation had been fully realised. 
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DEFECTS IN ELECTRICAL MEASURING 
APPARATUS. 


WE have recently, says M. Hospitalier in our Parisian 
contemporary L’Electricien, had occasion to point out 
the excessive discrepancies presented by different 
measuring apparatus calibrated by various makers 
and compared at very different times afterwards. We 
are now about to consider these causes and to show that 
as far as re-calibrating is concerned the measuring 
instruments hitherto employed are far from having 
reached perfection. 

Whatever may be the nature of the electric magni- 
tude to be measured, whether current strength or 
electromotive force, we find always in the measuring 
apparatus two essential elements :—1l. A galvanometric 
circuit traversed by the current and producing a 
certain electro-magnetic action. 2. A directive force 
counter-balancing the action of the current and 
determining a given position of equilibrium for each 
current strength. In order that the standardising, 
which we assume to be accurate at the outset, may 
remain permanent, both the circuit and the directive 
force must remain permanent and fixed. 

Variations of the Directive Force—The causes of 
variation of the directive force are the most numerous 
and important. We will examine them in succession, 
according as there is employed the terrestrial magnetic 
field, a directive magnet of greater or smaller power, a 
spring or gravitation. 

The Terrestrial Magnetic Field.—It is absolutely 


‘impossible to depend on the indications of standardised 


measuring apparatus in which the terrestrial magnetic 
field serves as a directive force, especially when the 
apparatus has to be employed in different localities. 
Under certain circumstances we have seen the hori- 
zontal intensity fall to 0°15 of a centimetre-gramme- 
second unit whilst at the park Saint Maur, according 
to M. Mascart’s determination, it was 0°193 unit. This 
is, therefore, a variation of 20 per cent. in the directive 
force, and causes the apparatus to furnish indications so 
much the greater the weaker is the field. The apparatus 
in which the directive force is derived from the terres- 
trial magnetic field require, therefore, frequent re-cali- 
brating, especially each time that they are removed. 

Directive Magnets.—We have many times signalised 
the causes of variation of magnets, variations which 
may reach 10 per cent. on the absolute value of the 
magnetisation. The causes of these variations are 
numerous. They depend on the nature of the steel, its 
texture, its temper, the manner of magnetisation, &c., &c. 
In general the directive magnet tends to become 
weaker, and the apparatus to advance, that is, to give 
indications higher than the real value of the current 
which is being measured. 

Springs.—Springs, especially if made so long that 
their torsion is only excessively weak are more per- 
manent and more constant than magnets. Hence the 
indications of electro-dynamometers are more com- 
parable than those of magnet-galvanometers, without, 
however, being absolutely constant. 

Gravitation.—Gravitation is the most constant force 
at our disposal for obtaining a permanent directive 
force in a galvanometric measuring apparatus. Hence 
the balance electro-dynamometers are the most exact 
measuring apparatus. Butthis advantage is often com- 
pensated by an inconvenience resulting from the use of 
permanent magnets, as, e.g., in Lippmann’s ampère- 
meter. 

Variations of the Circuit—The variations of the 
circuit traversed by the current to be measured intro- 
duce into the permanence of apparatus perturbations 
which are not sufficiently taken into account, and 
which are far from being unimportant. The chief 
causes of variation are the form of the circuit and its 
resistance. | 

Form of the Circuit.—M. Lippmann’s ampéremeter 
furnishes us with the most striking instance of the 
influences of the form of the circuit upon the perma- 
nence of the standard. It is known that in this 


apparatus the current to be measured must traverse a 
narrow stratum of mercury, the thickness of which 
does not exceed the tenth of a millimetre, and that the 
difference of level produced, all other things being 
equal, is inversely proportional to this thickness. 
Hence a difference of he of a millimetre produces 
deviations of 10 per cent. in the observation. If we 
take into account how expansion, heating, the attraction 
of the polar masses, &c., may cause this thickness to 
vary by the quantity indicated, we see how difficult it 
is to obtain a Lippmann’s ampéremeter which is both 
permanent and sensitive. 

The Resistance of the Circuit.—The resistance of the 
circuit comes into play especially in voltmeters in 
which the resistance ought to remain constant. Unfor- 
tunately most of the bobbins of voltmeters are of 
copper wire, and, according to the place where they 
have been fitted up, the season, &c., their temperature 
undergoes fluctuations which reach 20°—25° C. There 
is, by this fact alone, a difference of 10 per cent. in the 
indications of two indentical voltmeters one of which, 
é.g., remains in the machine house whilst the other is 
placed outside exposed to a temperature of 5°—10° C. 
This cause of error becomes still more important if the 
apparatus presents an insufficient resistance, and if it 
is left for some time connected with the circuit it 
becomes heated by the passage of the circuit and its 
indications diminish more and more : it retards. 

Such are the principal causes which contribute to 
render the permanence of standardised industrial 
measuring apparatus illusory. There are secondary 
ones upon which we think it useless to insist. If we 
connect these causes of error with those resulting from 
the form of the currents employed, if we see that these 
causes of error may either accumulate or compensate 
each other according to particular cases, we can explain 
the great discrepancies presented by the figures pre- 
sented by different inventors and experimentalists, and 
we can understand that it is not sufficient to refer to 
the indications of standard measuring apparatus 
obtained from respectable and accurate makers. The 
experimentalist must learn how to make use of such 
apparatus. 


A SIMPLE FORM OF INFLUENCE 
MACHINE. 


By JULIUS ELSTER and HAN S. GEITEL. i 
i 
INFLUENCE machines have found entrance every where t 
as means of instruction on account of the undeniable I 
advantages connected with the rapid production of 1] 
great quantities of electricity. However, their edu- 8 
cational value is considerably reduced by the circum- G 
stance that their theories offer the beginner con- 0 
siderable difficulties. To remove these it is advisable r 
before their introduction to show on a comprehensible } 
apparatus the mutual reinforcement of two conductors t 
charged with opposite electricities. 

For an understanding of the simple apparatus which e 
we are about to describe, and which approaches in its t 
construction Thomson’s “replenisher,” it is merely 0 
necessary to be acquainted with electric influence and “ 
with the fact that electricity has its seat on the surface V 
of conductors. The arrangement of the apparatus is as 1 
follows: on the axle, A, B, turned by a crank, there are t. 
fixed six metallic conductors (the figure shows only a 


two), C, ©’, made of corks covered with tinfoil. They 
are attached to the insulating supports, D, D’, in a plane 
perpendicular to the axle. When revolving, these pass 
freely by two fixed insulated metal cylinders, E, E’, 
open at both ends, which, in order to give a passage to 
the supports, D, D’, are cut open longitudinally on the 
side turned towards the axis of rotation. At the same 
time they are cut off obliquely on the side inclined 
towards the axis of rotation, at the parts at which the 
movable cylinders, ©, C', issue in revolving in the 
direction of the arrow, in order, at the moment of 
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emergence, to leave the greatest possible interval 
between the movable conductors, C, C', and the fixed 
ones, E, E“. These latter carry at the ends not cut 
obliquely two metal springs, F, F’, turned inwards, 
which project so far that they touch the movable con- 
ductors, C, C', when revolving. There also pass two 
other contact springs, G, G’, through two circular aper- 
tures left in the fixed conductors (about the middle) 
into interior of these fixed conductors where they like- 
wise come in contact with the movable conductors. 
These two springs are in conductive connection with 
each other, or connected with the earth. The action 
of the apparatns is as follows : 

Suppose that a certain charge, + e, is communicated 
to the cylinder, E. As soon as, on turning the axle, 
one of the movable conductors projects so far into the 
cylinder as to touch the conductive spring, G, it is 
rendered negatively electrical by induction; on re- 
volving further the spring, G, is first left behind ; the 
conductor then, charged negatively, issues completely 
from the first cylinder and touches the spring, F’, of 
the second. It remains so long in contact with this 
until it has completely advanced into the interior of 
the cylinder, E’, and has therefore given off its charge 
to it almost entirely. B has now a negative charge. 
If the movable conductor now comes in contact with 


= 


the spring, G’, it is rendered positively electrical by 
induction, and on further rotation conveys its charge 
in the same manner to the cylinder, E, increasing its 
tension. So a mutual intensification of the charges 
proceeds quickly as far as the attainable maximum. 
This cannot here be very high since an efflux of oppo- 
site electricities very soon takes place from the springs, 
G, G', leading to the earth, as may be detected by the 
odour of ozone, and tufts of light visible in a darkened 
room. The apparatus is self-exciting. If two electric 
pendulums are fixed to E and E', the rapid increase of 
the charge is plainly perceptible. 

Of course the apparatus would be considerably more 
efficient if, instead of the metal cylinder fixed radially 
to the axle, we used a revolving glass disc with sectors 
of tinfoil, and replaced E and E each by two parallel 
glass plates coated externally with tinfoil. But then 
we should essentially return to the construction of 
Töpler's machine, for evidently only a step is wanting 
to dispense with the charges of the solid conductors, E 
and E, and in their stead to introduce a spark interval 
in the metallic conduction of the two springs, d, G“, 
which must now, of course, be insulated. If, finally, 


also the tinfoil sectors of the revolving disc are omitted, 


and if points are substituted for the contact-springs, we 
ave the essential features of Holtz’s construction. 
The connection thus indicated between the different 
forms of the influence machines has been already fully 
explained and theoretically founded in a treatise by 
eltmann, “Theory of the Influence Machine,“ to 
Which we refer.—Annalen der Physik und Chemie. 


* Veltmann, Pogg. Annalen, 151, p. 513; 1874. 


THE WASHINGTON MONUNENT AND THE 
LIGHTNING STROKE OF JUNE 5th. 


THE following short statement of the facts of the re- 
cent injury to the Washington monument by lightning 
is given in Science. — On the afternoon of June 5th a 
thunderstorm of no unusual character passed over 
Washington. At about 15 minutes past three there was 
a single burst of thunder of some violence, which was 
about the only notable electrical disturbance of the 
afternoon. Although it had successfully passed through 


disturbances apparently much more violent on one or 


two previous occasions, this time the monument was 
“struck,” and some damage done to one of the stones 
near the apex. Two men who were inside of the 
structure, at the base, describe the sound produced as 
resembling the simultaneous discharge of a great 
number of cannon, and declare that the whole monu- 
ment trembled.” Two others were in a small wooden 
building, used as an office, near by. One of them was 
looking out of the window, away from the monument, 
toward the north. He affirms, in the most positive 
manner, that he saw a ball of fire, which he says was 
as large as his fist, coming directly towards the window 
out of which he was looking. Both he and his com- 
panion (who was not looking out of the window, and 
who did not see the ball of fire) seem to have felt some- 
thing of the usual effect of a shock. Those who were 
within the monument say they felt no unusual sensa- 
tions except those produced by the noise. 

When the monument was examined from the ground 
with the unaided eye, no injury could be detected. On 
applying a good telescope, however, it was seen that 
one of the stones just below the capstone was split from 
top to bottom, the crack produced being about four feet 
long, and it was open to the extent of about two inches. 
A small corner of the lower corresponding angle of the 
capstone had also been carried away, this doubtless re- 
sulting from the opening of the crack in the stone upon 
which it rested. 


The appearance of the apex is fairly represented in 
the sketch, in which (a) represents the aluminum tip, 
(2) the capstone, and (c) shows the crack in the stone 
in the next lower course. : 

Col. T. L. Casey, U.S.A., the engineer in charge of 
the construction of the monument, requested Profs. 
Rowland of Baltimore, Newcomb of the U.S. navy, and 
Mendenhall of the signal service, to examine the 
monument, and recommend such additions to the pre- 
sent arrangements for protection from lightning as 
would seem to them necessary and sufficient. It was 
ascertained on examination, that, with the exception of 
that shown in the sketch, the monument showed no 
evidence whatever of having received the struke. A 
careful examination of the tip of the aluminum apex 
has not yet been made ; but it seems likely that it will 
be found to be somewhat blunted by fusion, as is so 


often the case even where no other effect of the stroke | 


is to be seen. 

This aluminum pyramid is secured to the capstone 
by a heavy copper bolt one and a half inches in 
diameter. From the end of this, four copper rods, 
each three-quarters of an inch in diameter, are carried 
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to the extremities of four heavy iron columns extend- 
ing to the base of the monument, inside of which the 
elevator runs. As originally put in, these rods are 
bent out towards the four corners of the pyramid near 
which they run on their way to these iron columns. 
Just where one of these is nearest to the angle of the 
pyramid, and hence nearest to the outside of the struc- 
ture, the rupture occurred ; and to this must doubtless 
be attributed the localisation of the stroke. 

The damage done to the monument is in reality very 
small, and can easily be repaired ; but the accident is 
exceedingly instructive to those interested in lightning 
protection. The conducting power of the interior 
seems to be ample for any discharge which could pos- 
sibly occur, and no- evidence appears of any weakness 
in this respect; but it is evident that the aluminum 
apex alone does not possess sufficient collective or dis- 
tributing power, and the improvements suggested by 
the committee will doubtless be in the direction of 
increasing that power by the addition of more metal. 


REGISTRATION OF ELECTRICAL MEASURE- 
MENTS BY PHOTOGRAPHY. 


Messrs. Trowbridge and H. V. Hayes describe in 
Silliman’s Journal a photographic method which they 
have devised for registering in a continuous manner 
the variations of the electromotive force of a battery. 

The current.of the battery traverses a tangent-galva- 
nometer of a small number of coils, having a needle 
fitted with a mirror. 

This mirror collects the rays of a gas-burner passing 
through a vertical slit in a screen and reflects them 
upon.a sensitive paper placed in a camera. 

The aperture of the camera is a Horizontal slit, the 
intersection of which with the vertical ray from the 
screen gives merely a luminous point. The photo- 
graphic paper is stretched on a sliding frame the 
uniform displacement of which from above down- 
wards is effected by means of a cord rolled upon a 
small drum, which is set in motion by clockwork. 
A fixed concave mirror arranged quite close to the 
needle of the galvanometer reflects also a portion of 
the vertical ray of the screen. 

It is regulated so that its image and that of the 
movable mirror coincide when the needle is at zero. 

We see immediately that the ray coming from the 
fixed mirror describes a right line, whilst the ray 
reflected by the movable mirror describes a curve the 
ordinates of which measure at every instant the 
strength of the current which traverses the galva- 
nometer. 


LE 
| 


Fias. 1 and 2. 


Fig. 1 represents the diagram given by a modified 
form of the Trouvé battery. | 

The experiment lasted 30 minutes with an exterior 
resistance of 5 ohms. | 

The commencement of the curve indicates the 
strength of the current at the moment of closing the 


circuit. It will be remarked that this only reaches its 


maximum at the end of 10 or 12 minutes. After this 
moment it goes on decreasing. | 
The fig. 2 is the diagram corresponding to an exte- 


rior resistance of 10 ohms. Under these conditions we 
obtain at the moment of closing the circuit an ener- 
getic current which, during the first à minutes, falls 
rapidly to about one-sixth of its initial value. 

Knowing the distance of the galvanometer from the 
sensitive paper we proceed, just as with an ordinary 
galvanometer scale, to deduce from an ordinate the 
corresponding value of the current strength. 

By making use of the two diagrams we can deter- 
mine the electromotive force of the battery according 
to Ohm’s law, taking the currents corresponding to 
the moment of closing. Knowing, then, the electro- 
motive force, the current and the external resistance, 
we can calculate the internal resistance. 

This resistance will be that of the liquid contained 
in the battery only at the moment of closing, for im- 
mediately afterwards the variations of the electro- 
motive force due to polarisation, and the changes of 
resistance arising from electrolytic action, are so many 
additional causes of error. 

Still, as the variations of electromotive force pro- 
duced by polarisation are far more rapid than the 
changes of resistance, we commit only a slight error 
in comparing very near points in those parts of the 
curve where the variations of current are the most 
considerable. During the fraction of a minute while 
we operate thus, the variations of resistance may be 
entirely neglected. 

The figures which we reproduce from La Lumiere 
Electrique, have been selected among many others to 
show to what considerable variations certain batteries 
are subject, and thus to make apparent the utility ofa 
method which enables them to be taken account of. 

We can study, according to these diagrams, the 
variations of electromotive force and of internal re- 
sistance, when working with different exterior resis- 
tances. 

It is evident that the same method is applicable to 
the observation of the oscillations of a needle with a 
short wire, and for the study of the gradual heating of 
a thermo-electric battery. | 

We can thus study the propagation of heat in the 
interior of a bath. | 


AN ELECTRICAL FIRE DAMP INDICATOR. 


THE name of Sir Humphrey Davy is, amongst elec- 
tricians, associated almost solely with his notable ex- 
periments with the arc electric light; but amongst 
the masses he is more generally known through his 
researches respecting the reasons whereby explosions 
are 80 frequently occasioned in mines, and in the means 
to be adopted for lessening the risks to human life 
therefrom. The outcome of his long and patient in- 
vestigations resulted in the invention of the well-known 
Davy “safety lamp,” the construction of which need 
not be entered upon here. That this has served the 
purpose for which it was intended will not perhaps be 
admitted on all hands, but where it has failed we 
should be inclined to place the blame, in the majority 
of cases, not upon its use, but rather upon its abuse. 
We will not dwell here upon the fact that all classes of 
the community are rapidly recognising the importance 
of the immediate adoption of some more reliable 
methods than at present exist for warning miners of 
the unseen dangers by which they are constantly sur- 


rounded ; these matters have received their due meed | 


of attention in our other columns. 

Our purpose is to present to our readers an arrange- 
ment for detecting the presence of the dreaded and 
fatal“ fire damp” in a manner which to us appears to 
present such remarkably good prospects of success, that 
we hope it may soon be tested in this country with as 
good a record as it has already achieved amongst our 
transatlantic brethren. 

It will readily be assumed that electricity plays the 
principal part in the apparatus we are about to describe, 
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as we believe it will do in many of the future opera- 
tions connected with mining. 

It is generally considered that the principal thing 
needed to secure immunity from explosions is a fore- 
warning of the threatening danger arising from an 
accumulation ire dump in spots frequented by 
the miners. This would naturally necessitate an in- 
cessant inspection of every part of the mine, but this, 
if carried out by human beings, entails certain grave 
objections. 

The first, which is a matter of cost, is the least im- 
portant; the second is the impossibility of securing 
untiring watchfulness by human agency. We must 
therefore replace the failings of mortals by an auto- 
matic contrivance, which, if not infallible, shall go far 
towards securing that feeling of safety which is so 
desirable an object in the working of coal mines. 

Hitherto the apparatus devised have been more or 
less successful as mere detectors of fire damp, but they 
have generally been of too delicate a character for rough 
usage, or have shown themselves unreliable over an 
extended period. | 

To meet these objections an electrical apparatus has 
been devised by Dr. Kitsee, of America, to indicate the 
safe or dangerous condition of the atmosphere in the 
pits; this is entirely under the control of the works 
manager and reports its own condition, ¢.¢,,.whether it 
— been neglected, tampered with, or is in good con- 

ition. | PL 


Fia. 1. 

The first instruments employed were of the kind 
shown in figs. 1 and 2, and we will describe these for 
the sake of making our article the more complete, and 
also for the purpose of showing the improvements made 
in the apparatus of the most approved type. 


Fra. 2. 


The apparatus depends on the fact that an explosive 
mixture of air and fire damp may be fired by the 
passage of an electric spark, in a box having wire gauze 
walls, that the explosion so produced may be confined 
to the interior of the box, and may be made to indicate 
itself by setting in motion a clock-work movement 
which reports to the office or engine room. 

The apparatus consists of a double metallic box, of 


which the form is a matter of indifference ; the draw- 


ing shows à double iron cylinder, the external one 
being four inches in diameter and six inches in length ; 
two opposite faces are double walls of wire gauze. A 


clock-work is placed between the walls of these two 
boxes or cylinders, 


The wire gauze is double, and the double walls are 
separated by a little space, because fine coal dust will 
settle on the exterior. This coal dust will not penetrate 
to the interior gauze, within which the explosion is 
confined, and the exterior gauze may be cleaned at such 
intervals as may be required by the peculiar circum- 
stances of the mine. 0 

Within the double box are arranged two insulated 
wires, separated by a little space, and connected by 
well insulated wires with the terminals of a Ruhmkorff 
coil or other apparatus, capable of producing an electric 
spark, so that a spark may be produced in the box at 
pleasure. Close to the wires is stretched a silk thread, 
one end of which is fastened to and draws back a small 
hook that holds in check the clock-work. By means of 
a spring the hook is drawn in and the clock-work re- 
leased when there is no tension on the thread. The 
thread is then drawn taut, and its free end clamped by 
a small screw placed opposite the spring and hook. 

The clock-work is connected, ona closed circuit, with 
an ordinary telegraphic battery, in whose circuit are 
annunciators in the engine room or office, and the spurs 
of the clock-work are so arranged that a different 
signal shall be given by each box as soon as the clock- 
work is set in motion. 

The indicators are suspended at the roofs of the 
galleries on hooks or by clamps, and the atmosphere of 
the mine then circulates freely through the wire gauze. 
At regular intervals, and automatically, by means of a 
clock in the engine room, or by an apparatus under the 
control of the manager, sparks are sent through the 
whole series of boxes in the mine. Should the 
atmosphere in any gallery or working be explosive; an 
explosion will take place in the box situated in that 
locality ; the silk thread will be burned, and the re- 
leased clock-work will be set in motion. At the same 
instant the explosion and its location will be reported 
by the annunciator, and means may be adopted for the 
ventilation of that portion of the mine. 

All the electrical conducting wires connected with 
the instruments are thoroughly insulated, and are pro- 
tected from accident by their location, or by being 
enclosed in lead tubes. As work is carried on, and the 
mine is extended, additional indicators must be intro- 
duced and located at such points as may be deemed 
advisable by the manager. Where the long-wall system 
is adopted, and worked-out chambers are filled up, the 
indicators from such portions of the mine may, of 
course, be removed, and may be placed in new 
workings. 

The principles underlying the above described 
instrument were thoroughly investigated by various 
authorities and reported to be correct ; amongst others, 
the sub-committee of the Committee on Science and 
Arts of the well-known Franklin Institute of America, 
decided that their experiments conclusively proved that 
the indications of the apparatus were entirely trust- 
worthy. There remained then nothing but its practical 
application to demonstrate fully the value of the inven- 
tion. The use of the mine of the Moundsville Coal 
Company was therefore kindly granted for a practical 
trial, and Mr. O. A Veasey, the State Mine Inspector of 
West Virginia, was invited to attend and witness the 
demonstration. 

The instrument already mentioned were employed 
for the purpose, with this modification, instead of a 
double iron cylinder only a single one was used, the 
clock-work being protected by a simple brass cap. 
This indicator was placed in the mine and connected 
by the necessary wires, and the trials were witnessed 
by the miners and the various officers of the company, 
and by the State Inspector. The results are best 
shown in the following letter signed by Mr. Veasey, 
the secretary, and the superintendent of the company. 

“ We, the undersigned, hereby certify that we have 
witnessed a practical test in the mine of the Mounds- 
ville Coal Company of the electric fire damp indicator, 
and we are of the opinion that the introduction and use 
of the instrument in mines in which fire damp is given 
off would be a great safeguard upon the lives of the 
men working therein, and upon the property of the 
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mine operators. The test witnessed by us in the above 
named mine was a perfect success.” 

Although the results of the practical tests were 
highly satisfactory, it was nevertheless seen that there 
were several points about the instrument which it was 
desirable to improve and perfect so as to render it 
thoroughly automatic. At the trial it was observed, 
and clearly demonstrated, that whilst at some points 
the uppermost layers of the gas four or five inches from 
the roof were in an explosive state, at other places it 
was not so until a foot or more from the roof. It was 
therefore seen that an instrument to be perfect should 
be so arranged as to encompass the entire volume of 
the gas so that it might respond no matter what portion 
of the stratum might be explosive. 

It was decided that the apparatus ought to be so 
graduated that the officials in charge of the mine should 
receive exact information, not only as to the locality, 


1 
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but also as to the height of the explosive mixture. For 
this reason the instrument was divided into compart- 
ments, as seen in fig. 3. To this point is attached some 
importance. If the furthest box or boxes should show 
from the topmost compartment gas of an explosive 
character in that locality and very close to the roof, it 
might not be necessary to interrupt the work going on, 
a warning to the workmen to be careful, or to avoid 
pro tem that portion of the mine, perhaps sufficing. If 
it were merely announced, however, that explosive gas 
were present there without an exact intimation as to its 
height, prudence would immediately command a cessa- 
tion of work until the gas be removed. In fact, this 
arrangement will give the officer in charge a scaled 
statement as to the character of the gas, if any, and he 
can then take the requisite steps, dictated by prudence 
and experience accordingly. 

The thread which, when burnt, set loose the clock- 
work spring, was also considered a defect, as its re- 


placement necessitated human attention more or less 
frequent. 

A third point was the abandonment of clock-work 
for a more simple and continuous device. 

After much careful study and experiment the inven- 
tor has produced the perfected indicator shown in fig. 3. 
It consists of a semi-circular or V-shaped box or trough, 
the cover of which is perforated with circular orifices 
about six inches in diameter. These are covered with 
double walls of wire gauze separated from each other 
by about half an inch. The wire gauze walls are pro- 
tected from damage by falling coal or other accidental 
injury by a perforated cast iron shield. The instru- 
ment is placed in the mine in a vertical position in an 
excavation prepared for its reception. In each com- 
partment of the trough is a little instrument, as seen in 
the cut, consisting of a circuit-breaker in combination 
with a thermostat. 
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Fra. 4. 


In mines of great extent it may be desirable that the 
arrangement be somewhat different to the preceding ; 
that instead of an individual box, a whole gallery is 
tested at once. In such a case the boxes in the gallery 
are placed upon one circuit, and the pressure of a button 
will at once serve for the whole section. The interior 
of the trough would, for such a purpose, be somewhat 
different to that shown in the figure. 

When it is desired to test any box the official presses 
a button, or other suitable arrangement, in his office. 
A current is thereby sent along the wires creating a 
spark in all four compartments, and, if gas be present 
in any one of the four, an explosion ensues, causing a 
rise of temperature, and bringing the thermostat into 
action. 

By this arrangement the circuit is closed, and the 
current traverses a return wire connected with a re- 
gister in the office. A double signal, the first the 
number of the box and the second the number of the 
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compartment, is given; thus it gives indications upon 
a double register as represented by fig. 4. 

It has been previously stated that the boxes are 
placed in a vertical position in hewn out receptacles in 
the wall of the gallery, but, as the gas is generally 
found close to the roof and in the seams and crevices 
of the same, an excavation is made in the roof, and 
into this the box is inserted as far as the Hoor of the 
topmost compartment. To further the flow of gas in 
this direction grooves or gutters are cut in the roof 
with an upward inclination, and converging towards 
the box, which, when tested, will immediately show 
whether the gas is, or is not, explosive. 

In a mine equipped throughout in the manner just 
described, the officials in charge are in a position to be 
at all times informed as to the condition of the gas 
therein—its locality, height, and explosiveness. This 
knowledge should enable them to successfully combat 
against the occurrence of the terrible catastrophies with 
which the mining districts are so frequently visited. 

We may in addition remark that the electric fire 
damp indicator will also notify whether combustion is 
going on in any portion of the pits, underground fires 
being not infrequent, and their development and 

‘ breaking forth being often of slow growth. An an- 
nouncement of a rise in temperature would offer a good 
reason for an investigation, the search being rendered 
the easier since the locality where it shall be made is 
electrically indicated above the surface. 

The mine of the Moundsville Coal Company to 
which we have already referred, is now fitted up with 
this system, and the superintendent, Mr. Wm. B. 
Brooks, states that from his knowledge and experience 
with the apparatus he is fully satisfied that it is of 
great value. Mr. Wm. B. Humphreys, the president of 
the company, also adds his testimony to the satisfac- 
tory working of the system since its introduction into 
the Moundsville mine. The United States patents 
covering this invention are held by the Electrical Fire 
Damp Indicator Company, of New York, and a gentle- 


man representing the European interests is now in 
London, 


THE INVENTIONS EXHIBITION. 


Tun incongruity of —— the electrical department of the 
Exhibition with lamps strongly recommended for their economical 
consumption of oil is about to be rectified by the substitution of 
a row of very handsome cut glass pendants of Osler’s make en- 
closing 100 C.P. Swan lamps supplied through Gaulard-Gibbs 
secondary generators. The grand chandelier in the entrance 
vestibule, which made its first public appearance at the Crystal 
Palace Exhibition, has been taken away, and a new one substi- 
tuted for it by Messrs. Verity Brothers. This is a very elaborate 
piece of workmanship in brass, the lights being arranged in two 
tiers, the upper one consisting of six ups of three lights, and 
the lower one of six groups of three Tights alternating with six 
er of five lights. Each of these lights consists of a 10 C.P. 
swan lamp enclosed in a glass shade, in size, shape and surface, 
like a pineapple. There are also 12 lamps without shades round 
the base. Altogether there are 78 lamps of 10 C.P., and the effect 
is a wide-spread distribution of light free from all dazzle or glare, 

cool and pleasant to the eye. 
_ , (1297) Mr. Tayler Smith has now on view a good display of 
domestic electric light fittings in the shape of ornamental standards, 
pendants and brackets in wrought iron, brass and cut glass, suited 
to meet a great variety of requirements and tastes; a speciality 
es a combination in one of the table, the hanging and the wall 

amp. 

| (1298) Messrs. Andrews and Co. exhibit a selection of apparatus 
| illustrating the details of their electric light manufactures. 
| Mr. Andrews, through a long and varied experience, has minutely 
| studied the various points of a system of electric lighting, with a 
view to finding a simple and complete system of appurtenances, 
| which might become as universally used as is now the system of 
gas lighting. As a starting point, Mr. Andrews decided that for 
a system to be general, the complications involved in arranging 
; fittings for two wires, would be out of the question, and he there- 
3 fore worked out the various appurtenances of his complete system 
. for the one wire principle, whether applied to ships or buildings. 
0 He has arranged all fittings to be entirely independent of the wires 
that lead the current to them, so that they may be removed from 
their place of erection without in any way interfering with the wiring 
and the various parts of the fittings may be taken asunder, each 
part carrying its own ptece of wire, which is a large practical 
size. Several varieties of these fittings are exhibited, consisting 
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Lighting Act. The wires of certain compan 


of double-jointed brackets with switch in the fitting and safety 
fuse in the back block, electroliers, ship fittings of all kinds, 
switches with quick break, without springs, suitable for sinking 
in the wall or floor as a gas tap now is and safety fuses to suit, 
and switches of the same mechanical design 1 to flx on 
the face of the wall, &c. There are also a variety of fittings for 
the double wire system for cases of special necessity, as well as 
arc lamps and d os. 
1299) H. A. Fergusson here shows the Lalande-Chaperon, or 
de-Spence or Spence-Fergusson primary battery. A set of 
30 cells or dishes, stated to have been c on the 30th of 
April, have since that time afforded current sufficient for the occa- 
sional lighting of four glow lamps, working a Griscom motor on a 
sewing machine, and similar services. The nature of the elements 
of the battery, the plates in various stages, the charging liquids, 
the residuals and other matters are also illustrated. 

(1300) Messrs. J. Coxeter & Son exhibit a very complete collec- 
tion of medical batteries, some of them possessing novel features, 
and various instruments for professional use. An interesti 
exhibit at this stand is the dwarf water-wheel dynamo, in whi 
the force of the water of an ordinary high pressure domestic 
supply is utilised to revolve a small water-wheel enclosed in a tin 
drum, the shaft actuating a small dynamo. The current thus 
generated is sufficient for a small incandescent lamp, such as is 
required for dental and surgical examinations. The force of the 
water and speed of the dynamo is regulated in the most simple 
manner by means of an ordinary tap, and the arrangement appears 
to be a very handy one for professional , and wherever 
the _— is required occasionally at short notice and for brief 

ri 


“i odd corner at this end of the arcade has been utilised in a 

retty way by Messrs. Howard and Sons, of Berners Street. 
Dontsaiis electric fittings, CRE of a chandelier and three or 
four brackets and pendants of novel if not eccentric design, form- 
ing the minor proportion of a miscellaneous display on a small 
scale of furniture, paper hangings, curtains, carpet, parquet floor- 
ing and other decorations. 

(1304) A curious and elaborate piece of clock-work placed here 
is thus described in the catalogue: “ A continuous motion elec- 
tric clock, striking the hours and quarters by electricity. The 
batteries for both going and striking will continue in actjon for 
two years.” 

(1305) To specimens of secondary batteries which do not make 
a very attractive show, the Electrical Power Storage Company 
add some interesting items, showing the omg mp à for which they 
are used, and others for which they ought to be used, notably the 
running of tramcars. The two Reckenzaun motors here shown, 
one of 1} H.P. and the other 3 H. P., are specially adapted for the 
propulsion of launches and tramcars in conjunction with accumu- 
lators. The current from accumulators is exhibited lighting the 
lamps upon the stand, driving a lathe, and in connection with 
other curiosities, among which may be mentioned chicken hatch- 
ing by electricity, Sellon’s patent foot warmers, bed warmers and 
room warmers. 

(1307) The School of Electrical Engineering have brought 
together a number of representative instruments used in con- 
nection with telegraphic operations, including Thomson’s siphon 
recorder, Wheatstone’s tape instrument and many others. Two 
items of interest are the apparatus used by C. F. Varley in his 
experiments with the first Atlantic cable, by means of which he 
determined its speed of signalling and dimensions; and the 


original apparatus exhibited by the same gentleman before the 


Royal Institution, showing the retardation of signals through a 
long submarine telegraph cable. 


ELECTRIC LIGHTING IN THE CITY. 


At the fortnightly meeting of the Commissioners of Sewers, on 
Tuesday, 

Mr. J. V. Moors moved, That having regard to the repeated 
failures of private companies to supply electricity, it is desirable 
that the Commission do undertake street lighting by electricity, 
and that it be referred to the Streets Committee to select a small 
area, and to obtain estimates of cost of installation.” He said, 
since 1882 the committees of the Court had been unceasingly en- 
gaged on the various references submitted to them relating to the 
electric light, and the result of all the investigations and corres- 

ndence might be stated in the one word, failure ”—absolute 

ailure. At the present moment there was not one single electric 
lighting station in the City of London. He thought, as the light- 
ing authorities, they ought to exercise the privileges and duties 
belonging to them, and endeavour to keep abreast of the improve- 
ments of the They ought to give to the City the best light- 
ing they could on the best terms. Private firms were lighting 
with satisfaction and effect; the same thing was being done by 
hotels and railway companies, and he thought in the City they 
might use the electric light with equal satisfaction. He main- 
tained that they already had sufficient power under their own 
ies had not been dis- 
turbed, and it would be comparatively easy to carry out the scheme 
he proposed. 

Mr. Snaw had wanted to see whether this was a serious resolu- 
tion. He could not understand that any member of the Court 
would agree to such a proposal. The subject had been before com- 
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mittees for several years, and he did not think a scheme generally 
acknowledged to be a failure was a thing to be taken up by a 

ublic dealing with the RTE money. In every 
— that this had been touc it had turned out a 
failure. Until it could be done on some commercial basis they 
had no right to entertain it at all. They knew that a certain 
few gentlemen had picked up large sums of money over the recent 
flash in the pan, and that the general public had lost to an extent 
almost unparalleled. Their friend had no practical knowledge on 
the subject, and if they agreed to go into the matter it would be 
very much against their credit for commercial prudence. 

Mr. Bowrina thought it a practical proposal, and one which 
deserved their best attention. It was an undeniable fact that 
electricity was being used very largely all over the country, and 
throughout Europe and the United States. 

Mr. J. C. Bezz thought it should go to the committee for re- 
investigation, as they might benefit by their recent failures. The 
enormous amount of promotion money paid by the companies had 
been the cause of their failure. He had found the electric light a 
great success in every large city in America. 

Mr. Alderman Lawrence objected to the Commission being 
asked to assert that they would undertake to light the City by 
electricity, as invited to do in the resolution. He urged that it 
was premature to enter upon. any such proposition. On the 
Thames Embankment the electric light had been removed by the 
Board of Works, and the same thing had taken place in Paris, 
showing that when the cost was taken into account, the electric 
light, as at present established, was found to be too expensive. 

Mr. Deputy AsxByx was desirous of promoting the use of elec- 
tricity, but at the same time they must remember the enormous 
cost of an installation that would be of any practical use in the 
City of London, He therefore moved, as an amendment, That 
it be referred to the Streets Committee to consider and report 
whether it is desirable that the commission should undertake the 
supply of electricity, and that it be referred to the same com- 
mittee to select a small area and obtain an estimate of the cost of 
installation, reporting thereon.“ He looked forward to the time 


. when lighting would be included in the rates. ä 


Mr. F. Green asked how far this amendment differed from a 
reference sent to the special committee some time since. 

The CHarrman : It is identical. 

Mr. F. Green: Then what are we to gain by sending it to the 
Streets Committee ? 

The CHArRMAN : It has not been submitted to this commission. 

It was last year. 

Mr. F. Green thought that was a distinction without a dif- 
ference. 

Mr. Depu 


Beprorp regarded it as an extremely mild form of 
resolution. 


e invited members to go to theatres and large 


establishments where the electric light was in use. The present 
lighting of the City cost less than a penny in the pound, and they 
had an offer from a gentleman who lighted Holborn Viaduct to 


give double the light for a contemptible increase of £130,000 a 
year. They were so economical on the question of lighting, and 
= extravagant on other matters, that they refused to accept that 
offer. 

Mr. Sxaw pointed out that the expense of the electric light at 
the Savoy would stagger those who talked about it being used for 


purposes of ordinary lighting. 


Mr. PANNELL thought the commission would some time or other 
have to try an experiment in a small way. Some small area 
should be selected and the contractor guaranteed against loss. 
The commission might then be able to arrive at the cost. 

Mr. Moons, in reply, quoted Mr. Preece as to the impossibility 
of working the, light under the present Act. He ridiculed the 
idea of the enormous cost of the electric light, and contended that 
they might solve the problem at an expense of £1,500. 

The amendment was agreed to. 


IMPORTANT TELEPHONE PATENT CASE. 


(Specially reported for the ELECTRICAL REVIEW.) 


Hieu Court or JusTice.—CHANCERY Division. 
(Before Mx. Justice Norru.) 
UNITED TELEPHONE COMPANY, LIMITED, V. BASSANO AND 
SLATER. 
Tue plaintiffs in this action sue, as the owners of the Edison 
patent of July 30th, 1877, for “improvements in instruments for 


Controlling by sound the transmission of electric currents, and the 


reproduction of corresponding sounds at a distance, and they seek 
an injunction and damages against the defendants for an alleged 
infringement of that 22 of the patent which forms the trans- 
mitting instrument. The plaintiffs’ patent has been thrice amended 
by disclaimer, and has formed a frequent subject of legal proceed- 
ings, the most notable instance being the action of the plaintiffs 
against Messrs. Harrison, Cox-Walker, and Co., which is reported 
in ELxOTRICAL Review for May 6th, 1882, and following issues, and 
where, among other questions, the issue of infringement by other 
manufacturers was tried and decided in the plaintiffs’ favour. The 
defendants in the present case were accused of infringing the 
Edison transmitter, by selling and advertising for sale — 2 
manufaotured under letters patent granted in the year 1883 to 
themselves jointly with one Hollins, 


The case came on for hearing on Monday last, when the 
Attorney-General, Mr. Aston, Q.C., Mr. Cozens-Hardy, Q.C., Mr. 
Moulton, Q.C., and Mr. Micklem were for the plaintiffs; and Mr. 
Bigham, Q.C., and Mr. Claude Plumptre appeared for the 
defendants. 

The ATTORNEY-GENERAL briefly opened the case by stating 
that the questions in issue were the fact of infringement and the 
invalidity of the Edison patent for want of novelty. He then 
adverted to the leading historical features of a long course of dis- 
covery in telephonic engineering, and explained to the Court the 
Edison invention, and in what respects it was stated to be in- 
fringed by the defendants. He further stated that of the alleged 
anticipations of the Edison patent none was in fact relevant to be 
considered, except an instrument invented by a German named 
Reis, the description of which was published in 1862. 

Sir FREDERICK BRAMWELL was then examined by Mr. ASTON, 
and stated that he had studied telephones from the beginning of 
their history. Edison said, in his specification dated 30th July, 
1877, that The vibrations of the atmosphere which result from 
the human voice, or from any musical instrument, or otherwise, 
are made to act in increasing or lessening the intimacy of contact 
between conducting surfaces placed in the circuit.” am read- 
ing the beginning of the provisional specification which is a 
general statement ; he repeats it in his complete specification, but 
it is in a convenient form here. Edison turns to practical account 
what he has there stated in order to enable the human voice to 
be converted, as it were, into, and represented by, electrical 
currents, and cause the human voice to be repeated at distant 
stations. 

Will you kindly explain how that is done? — That part of 
Edison’s specification deals only with the transmitter, but for the 

urpose of the explanation how the voice can be, not conveyed, 
but reproduced at the distant station, it is, of course, necessary 
to have some idea of the receiver at that station. Edison 
describes that there shall be a current sent in by an ordinary 
electrical battery, that which he calls a tension regulator. The 
current goes along the line wire and at the receiving end is 
applied to a Bell receiver. 

Will you kindly describe the complete circuit, if you please ?— 
The Bell receiver has in it either a permanent or an electro- 
magnet, round about which there is wound a coil of insulated 
wire, which is in connection with the line wire. Very near to the 
pole of the magnet or to a prolongation of that pole, there is a 
thin metallic plate, which if, as is commonly the case, the 
magnet be a permanent magnet, is attracted towards the magnet 
to a certain extent. But if the electrica! current passing through 
the coil can be caused to vary by some means, the strength of the 
attraction of this plate towards this magnet will also vary, and 
the plate will be set into vibration corresponding to the varia- 
tions in the electrical current. Now if these variations in the 
electrical current could by some means be made a measure, as it 
were, of the variations in the waves of the air produced, we will 
say, by speaking, then the vibrations of the metallic plate at the 
receiving end should be and are competent to generate corre- 
sponding vibrations in the air which act on the ear and reproduce 
the sound, there having been no sound conveyed, but simply 
electrical variations of the current. The problem now is, how at 
the transmitting end to cause the voice of the speaker to produce 
the needful variation in the electric current. Edison effects it by 
placing in the circuit of the electric current that which he calls a 
tension tor, a semi-conducting material which, being acted 
upon by the air waves set up by the voice, either comes into 
contact with similar material or with a metallic conductor, and 
the suggestion is that the extremely minute variations in pressure 
caused by the sound waves, make more or less surface contact. 

Mr. Justice NokTRH: That is more or less surface contact in 
the materials of the regulator ?—I presume in the materials of 
the regulator, but it seems perfectly incredible that anything 
can act in the way we all know it does. The variation of pres- 
sure must be so infinitely slight that one cannot see how it does 
act. But I was about to quote what the Attorney-General has 
already quoted from page 7 of the specification, where the 
patentee says (line 32, in the edition I have got): As the ten- 
sion regulator of fibre or of plumbago”—it will be found pre- 
viously that he has spoken of compressed plumbago—“ decreases 
and increases its resistance enormously under slight changes of 

ressure, it follows that the strength of the electric waves will 
in proportion as the speaker’s voice is strong or weak.” 

Mr. Aston: What is the greatest distance at which you have 
personally heard the apparatus speak ?—I really do not remember; 
it was in America ; I forget what it was—not many miles. 

You know now, I believe, that it does speak between here and 
Brighton ?—Yes. 

Were not some experiments tried last week between Uxbridge 
and Liverpool ?—I do not know; but as far as one has heard and 
. in America, they have not been tried much further than 

at. 

Did you not see an account in the paper of the trial last week ? 
I ͤ have hardly read the paper for the last 10 days. 

Have you read the various descriptions of all the modifications 
of tension regulators that are found in Edison’s specification ?—I 
have read the whole specification. 

As far as you know with regard to each one, would they enable 
tension regulator to be made as proposed by Mr. Edison ?— 

es. 


Mr. Justice Nort: Each of them is sufficient P—I believe so. 
I am speaking now entirely of this in connection with the circuit 
entirely closed, 
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Mr. Aston: I call your attention to the fact that Mr. Edison 
in his specification descri at page 4, line 20, that he uses a 
resonant case. What is the meaning of a resonant case ?—I pre- 
sume that means a case for the apparatus competent to vibrate 
under the voice, under the air waves. 

And resound ?—And resound ; such a thing as would, if you put 
a tuning fork upon it, set that tuning fork into vibration. 

At page 4, line 53, Mr. Edison sa, 
the resonant tube below the mouth upon which such consonant 
sounds will resound ”—speaking of the“ s —“ the vibrations are 
given either to the resonant tube or deflected to the diaphragm.“ 

Calling your attention to those words “the vibrations,” that 
means, I suppose, the vibrations caused by the vocal sounds ?— 
The air vibrations due to the vocal sounds. | 

He says they may be given either to the resonant tube or 
deflected to the diaphragm ?—Yes. 

If they are given to the resonant tube, stopping there, and the 
resonant tube were put in communication with a tension - 
lator, what do you think would happen ?—I think the 

tor would perform its functions properly. | 
ose functions being what ?—To cause i in the elec- 
trical current traversing the line proportionate to the variation in 
the air waves by the voice. 

Would you, if your recollection enables you to do so, take 
shortly three or four of the principal forms of tension regulator 
that Edison describes ?—“ I have shown several which will here- 
after be named, but I find the most delicate to be small bunches 
or tufts, or discs of semi-conducting elastic fibre, such as particles 
of silk and an intermediate conducting or semi-conducting 
material; this device I call an electric tension regulator.” Then 
on line 36 of the same page, he says how the silk is rendered semi- 
conducting. Then at page 6, line 4, he proposes to have “a disc 
covered with plumbago placed adjacent to a diap also 
covered with plumbago, or other semi-conducting material, so 
that the proximity or extent of surface contact will produce rise 
and fall of tension.” Then atline 31 of the same „In some 
instances I make use of the best quality of lamp-black, retained 
within a case to form the tension re tor, the circuit passing 
through the same, and the rise and fall of electric tension result- 
ing from the compression of the same by the movement of the 
diaphragm.” Then at page 7, line 15, “ Those springs having 
points made of compressed plumbago, mixed preferably with gum 
rubber, but any substance not liable to rapid decomposition.” 
Then, as I understand, this is parenthetical, “ Or the elastic or 
fibrous tension regulator aforesaid may be used. These points 
face each other on opposite sides of the diapbragm, and make con- 
tact with platina foil discs secured to the diaphragm.” | 

What do you, as a mechanician, understand by diap P—I 

refer to take Lord Justice Fry’s definition of it. I find the 
ctionary definition is something which separates, and has com- 

pany got a hole in it. That is the definition in the dictionary I 
ave. 

Mr. Justice NortH: However, you adopt Lord Justice Fry’s 
definition ?—I adopt Lord Justice Fry’s definition. 

Mr. Aston: Do you think it affects the operation, whether the 
_ speaks on one side or on the other of 
not. 

It is a fact that the oscillations of the diaphragm may be taken, 
practically, at all events, at the beginning of motion to be the 
7—I should think so. 

i the top of page 10, line 3, Edison says, “In preparing the 
tension el find in some cases that it is — fo use 
lamp-black, mixed with pure plumbago, amorphous, phosphorus, 
and avery small amount of non-conducting material, such as 
rubber dissolved in a solvent that will easily evaporate ” ?—Yes. 

That is another form ?—I see the marginal note I have made 
= that is “Query. Is not this a mere mode of coating his 
fibre in preparing the tension regulator? Then at page 11, unless 
you tell me that is already struck out, is the other one acting on a 
series of springs. 

What do you say, as a mechanician, as to tympan ?—Again I 
say Tadopt Lord Justice Fry's definition of it. 

Now, having called your attention to that specification, would 
you be good enough to look at the instrument which I understand 
my learned friend Mr. Bigham admits to be like the one made 
and sold by his clients, thedefendants. It is the very one, I believe. 
May I ask whether you have seen that practically tried ?—'This 
is one like it. 

Will you tell my lord what happened when you did try it? 
When spoken to, treating it as a transmitter, there being at the 
other end of the line wire an ordinary Bell receiver, there was (I 
am obliged to say as I was informed) reproduction of articulate 
speaking at the receiver, and when I went to the receiver, and I 
was informed somebody spoke to it, I heard the articulate speech, 
but the difficulty is to perform this experiment and be at both ends 
of the line at once. 

Mr. Justice NokrR: You say that, having tried both ends in 
turn?—From having tried both ends in turn, Dr. Hopkinson 
carrying on the experiment in change with me. First he went to 
es à * and I to the other, and then we reversed it. 

g Jou recognise Dr. Hopkinson’s voice ?—I forget whether I 
did; I think I did, but Iam a clear. 1 f 

Mr. Aston: Assuming that you have examined the construction 
of that, what do you say as to the parts of which it is composed ? 
EI find a resonant mouth-piece, ora resonant case on a wooden 
diaphragm. On the side of the diaphragm towards the speaker, 
I find a tension regulator. Put the tympan in a vertical position, 
Imagine that fixed against the wall, you speak down the tube, 


ys: “ By providing an edge in 


of it, or spoke down the tube, the results were 


speaker and the tension regulator, but to the 


e diaphragm ?—I do 


ator consist of ?—Two carbon 
ned down, and lie in holes in 


What does the tension 
pencils, the ends of which are 


carbon blocks. | | 

As far as that action goes, com it with the Edison - 
lator, what do you say ?—In my judgment it is substantially 
same thing. The tor i is of the kind that Edison has 


indicated—carbon. e word carbon never occurs in Edison’s 
specification, acco to my recollection, from one end ‘to the 
other, but lamp-black and plumbago do. oo 
Are those forms of carbon ?—Yes. a 
As far as the combination of tension with di 
or tympan, directing your attention to being the 
— find the combination the same or different in the apparatus 
fore you ?—It appears to me to be the same diaphragm or 
tympan, with the tension tor in a closed circuit. I am 


aware that Edison in his 1, and generally, shows a diaphragm 
interposed between the voice and the tension tor, but I do 


not believe it is a necessity of Edison’s invention. Moreover, I 
have already called attention to the fact that in fig. 10 one of the 
regulators is on the same side of the diaphragm as that by which 
the 1 voice arrives. | 
Did you test that instrument, or the defendants’, in any way to 
ascertain whether it did make any difference if the dia 
was inte between the voice of the speaker and the tension 
regulator, or was on the other side ?—Whether I spoke to he Po 
ically the 
to the back was the better of the 
being between the 
area operated 
upon by the voice. Still leaving the black on the red, we 
then spoke to the side of this part. The — was not so good, 
although perfectly audible. We then removed the black part 
altogether from the red, and spoke into that. It spoke, but not 
nearly so well as when combined with the red. I should like to 
go back and give another reason for the better i 
speaking to the back of the diaphragm, namely, t when 
speak down the tube on to the tension regulator itself, there is a 
certain amount of jar, which ap to be removed when you 
to the back of it, when the breath does not act upon it. 
en with the object of making sure that the voice set up ybra- 
tions in the back part—that resonant tube and box—we attached 
a string to it and conveyed it some yards across the courtyard, 
out of one window and into another, and put another trumpet of 
the same kind at the other end, and made a toy telephone of it. 
I spoke ; you could hear what was being said. | 
After a short discussion as to the arrangements for the succeed- 
ing days of the hearing, the Court adjourned. 


same ; but, if anything, speaking 
two, which I attribute not to the diap 


Tuesday, July 14th, 


On resuming this morning, Sir Frepx. BRAMWELL was re-called, 
and further examined by Mr. Aston. He said he had examined 
the particulars of objection as amended and delivered by the de- 
fendants, and had failed to discover in them any description of 
an instrument for transmitting electric impulses by sound, having 
a combination with a diaphragm or tympan of an electric tension 
regulator other than as described by Edison. The only thing 
bearing on the subject, as far as he could see, although it might 
have been relevant before the disclaimer, was not relevant now. 
He alluded to the Morgan-Brown provisional specification. 

Mr. Aston: As far as you know was it new on the 30th July, 
1877, the date of Edison’s patent, to use anything that was caused 
to vibrate by sound waves combined with an electric tension re- 
gulator in a closed circuit so as to constitute a telephonic trans- 
mitter ?—Morgan-Brown proposed to make a variation by means 
of fluid, but I think it is specifically disclaimed in the sixth claim 
of Edison’s patent. With that exception I do not find nina 

Cross-Examined by Mr. Biemam: The claims made by Mr. 
Edison were originally 33 in number ?—I believe so. 

And they are now reduced to this one?—Yes. 

I want, Sir Frederick, to see that I understand as you under- 
stand, what the one is that is claimed. Does it comprise tension 
regulators of any kind ?—I will read the words and endeavour to 
put my interpretation on them, if his lordship wishes. 

That is what I ask you to do—I want to see if we agree. Do 
you read it as covering any claim at all to tension regulators, 
apart from anything else? 

Mr. Justice Nortu: As far as construction goes, it seems to 
me that tension regulator is governed by the words substan- 
tially as hereinbefore described.” 

Mr. Bronx: Yes, my lord. But I should say that the whole 
thing is governed by the words “in combination with.” But I 
want to see clearly as to the meaning of the claim. 

Sir FREDERICK BRAMWELL : I really don’t feel competent to 
say what is the legal meaning. * 

r. Bianam: I want to know what you understand—it may 
be right or it may be wrong—by the claim?—Sir Frederick, 
having read the words of the specification, commencing, “ I would 
observe in conclusion, that I do not claim generally the transmis- 
sion and reproduction of sound by increasing and decreasing the 
resistance of the circuit, &c., said: That, I presume—but it 
seems to me that my opinion is not worth anything—is a combi- 
nation claimed, but how far under a combination claim, sub- 
combinations or separate parts are themselves claimable is a thing 
on which I dare not express an opinion. 

I did not ask you to express an opinion, but what it is you un- 
derstand.— That is what I call an opinion, My opinion is that 


when 
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it is a claim of combination, which I know is not inconsistent with 
something else than a claim of the whole combination. 

Do you mean to say this claim in your opinion entitles the 
plaintiff company to the exclusive use of tension regulators such 
as are described in this specification ? 

Mr. Aston : Is not that really for your lordship? 

Mr. Justice Nortu: I think it is. 

Mr. Bienam (to witness): You said, I think, that you were 
nt at the Scottish trial, United Telephone Company v. 
ean.” Did you hear this question put 1 Lord McLaren : 

“I suppose if they (the defendants) dispensed with the diaph- 


ragm they would be without the patent, because the tension of the 
diaphragm is the material point?”—I don’t remember such a 
question. 


Mr. Justice Norr : Where is it reported? 

Mr. Bieuam: I have only a report of it in the ELEcTRIcAL 
Review. 

You don’t remember the Lord Advocate, appearing for the 
telephone company, assenting to that proposition ?—I do not. 

Do you that if in the transmitters made by the defen- 
dants there is nothing in the nature of a diaphragm, there would 
be no infringement of the patent?—That appears to me to 
be a repetition of your previous question, as to my opinion. 

Take the 171 2 and say what sort of diaphragm is 
contemplated by this specification. I am going to suggest that 
the diaphr in this specification is something in the speaking 
tube, the tube itself, and I draw your attention to page 4, line 19. 
It is the part of the specification which the Attorney-General 
referred to yesterday as the key-note of the whole: “In my 
a invention I make use of the vibrations given to a 

iaphragm or tympan by speaking into a resonant case to produce 
a rise and fall of electrical tension upon the line,“ and so on. 
Reading those words, don’t they convey to you the idea of a 
division or partition in the resonant case itself?—I do not know 
that they do. That is to say, they are not inconsistent with the 

i being at the extreme end of the resonant case, in 
which instance I should hardly call it a partition in the case. 

Of course that answer is intended to cover what I call the base 
of the defendant’s instrument ?—I don’t know what you call the 
base, but I mean that it is not a necessity that the diaphragm 
should be within the tube. 

Refer to line 27: The resonant tube or box,” &c. Now, where 
does the resonant tube end, do you say?—I don’t know that I 
could put a limit to it. I presume that the resonance ends with 
the end of the tube. In the instance you have shown me of the 
defendant’s apparatus, I should say that the resonant tube ended 
at the smaller end of this conoidal tube, where it comes upon the 
larger black surface with which it is united. 

— » ; usTiCE NortH: Before the base expands again ?—Yes, 
my lord. : 

Mr. Bienam: In one of the plaintiffs’ tubes (produced) where 
do you say the resonant case or tube ends ?—I should say that the 
resonant tube there ends just about the diaphragm; nearer the 
mouth than the diaphragm. 

Mr. Justice NortxH: So that the se is not within the 
tube, in your view ?—I do not think it is. It is quite clear that 
that part of it where the little hole, x, is found is described in terms 
by the patentee as the tube. 

Mr. Bienam: Do you really mean to say that the diaphragm 
in the Edison transmitter is not, in your opinion, in the resonant 
tube ?—No, I do not think it is contained within it; I think it is 
at the end of it. 

The resonant tube is adapted for being spoken into, the same 
having a diaphragm or diaphragms against which the sound 
waves act.” I ask you, is not the diaphragm within the resonant 
tube ?— Well, I should think not. It is not a necessity, and in the 
drawings not as a fact. 

You agree, I hope, that the diaphragm, as contemplated in this 

ification, is totally distinct from the resonant case—a different 
ing altogether ?—It is a different thing from the resonant tube; 
yes. 
Is there not a base or support to which the Edison transmitter 
is ordinarily attached?—Commonly, not. But I am misleading 
=. I thought you meant as made according to the specification. 
ou mean in practice? Most probably. | 

I mean a support or back to it, or base similar to that which is 
attached to the defendants’ transmitter ?—I do not know that it 
is similar to that. I do not know that the Edison telephone, as 
made in practice, is at all benefitted by that which supports it. 

The transmitter that is generally used is a fixed thing ?—Fixed 
to some extent. 

Dealing still with the plaintiffs’ diaphragm, is not its main 
object to produce compression in the tension regulator ?—Yes. 
Its main object is to present an enlarged surface for the air 
waves, so as to act more efficiently to produce the pressure. I 
don’t like to use the word compression. 

Don’t you think Mr. Edison contemplated compression of the 
mass?—In some part of his specification he certainly did. In 
some cases I don’t know what he contemplated. I think he must 
have been very much puzzled himself as to why this thing acted. 

Am I right in saying that the nen contemplated in this 
specification is an instrument or thing which is always in contact 
with, and at times—that is to say, when the instrument is being 
used—producing an effect on the tension regulator ?—That is 
certainly true of a great number of the things shown; but I am 
not quite clear that this is not an instance where the diaphragm 
is not actually in contact with it, but transmits its effect through 
something else. 


Point out an instance in the specification where the diaphragm 
is not in contact.—I am not clear; it may be that I cannot. Fig. 
9, I think, is an example, looking at the drawing. I may be 
wrong. 

Mr. Mouzron : Fig. 12 is an instance where there is actually no 
contact. 

Mr. Brenam : Is it not true that the object of the diaphragm 
is to produce actual compression or pressure upon the mass of the 
tension regulator P—Yes; either directly or indirectly. 

Don’t you call the cork part of the tension regulator ?—No. 

Then the cork is 1 that belongs neither to the dia- 
phragm nor the regulator? — Something that comes between the 
two. 


But there is in most instances no empty space intervening 
bags = the diaphragm and the tension regulator ?—I think that 
is right. 

Now, Sir Frederick, do you suggest that in this science the word 
diaphragm has a meaning different from or other than that which 
is attached to it in ordinary conversation ?—I think an extended 
meaning is to be given, That is to say, I think itis clear here that 
the first object of the diaphragm is to receive the sound waves. 
You could well understand a diaphragm put across this Court 
having no such object. 

I am not talking of the object it has to serve.—In this case it 
means the surface which is to receive sound waves, and make 
them more efficacious in acting on the tension regulator. 

So you say that the resonant case was a diaphragm within the 
meaning of your definition ?—I think one could very fairly say so, 
I believe the patentee intended the resonant case to be the 
first recipient of the sound waves to operate the diaphragm. 
I believe that the resonant case does play part of the functions 
of the diaphragm. 

And you would scarcely call the resonant case a diaphragm in 
the ordinary parlance ?—I would not. 

I think yesterday you heard the definition of a diaphragm 
as given in the Harrison, Cox-Walker case ?— Yes. 

he definition given by Lord Justice Fry was a very wide one— 
“something which separated something from something else.“ 
Instead of extending the ordinary signification I think I should say 
in telephony it has a more particular meaning. 

Mr. Justice Nort: The wall of this court is something which 
separates something from something else. 

Sir FREDERICK BRAMWELL: If it was to serve as a diaphragm 
for this purpose it would have to be so constructed as to act as a 
sounding board. 

Mr. Bienam: What, as a matter of fact, was found to be the 
diaphragm in the case of Harrison, Cox-Walker ?—The sheet of 
platinum foil against which the sound waves impinged, which lay 
upon the pounded coke forming the tension regulator, that 
diaphragm being in that case also the conductor on one side cf 
the coke. 

In that case did the diaphragm come into contact with the 
tension regulator ?—Yes, producing pressure upon the tension 
regulator by means of sound waves, performing, in effect, the 
functions which Edison’s diaphragm is intended to perform, with 
certain modifications of detail. 

Had that instrument—the Hunnings instrument—a speaking 
tube P—I think there was a small tube in front of the dia- 

hragm. 
, And the diaphragm there intervenes between the lips and the 
tension regulator ?—Yes. 

In the Hunnings instrument, is the diaphragm within the tube, 
or does it form the end of the tube ?—I should say it is at the 
end of the tube. | 

Did you ever see a Hunnings instrument in operation ?—Yes. 

When in operation, was it supported by a board at the back ?— 
No; when I saw it I don’t recollect seeing any but the portable 
one used for the purposes of that action. I may have so seen it; 
but I don’t at the present momént remember. 

The diaphragm in this case separates one part of the instrument 
from another ?—Yes. 

As, indeed, the diaphragm in Edison’s ?—I should suppose so, 
in every case. I was thinking of fig. 10 for the moment, but I 
suppose in every case it separates something from something else. 

Mr. Justice NoRTR: In Edison's instrument it comes between 
two parts of the same instrument ?—Yes, I think so. 

Mr. Bienam: Was it ever suggested during the enquiry 
before Mr. Justice Fry that any table or board on which it was 
fixed served the purpose of a diaphragm ?—I think not. 

Was it ever suggested, so far as you know, that the speaking 
tube acted as a diaphragm ?—I don’t know that the question arose. 
I don’t think it did. 

Will you tell me once more what it is in the defendants’ instru- 
ment that corresponds with the diaphragm in Edison’s specifica- 
tion ?—In my judgment, when the instrument is attached to the 
mahogany board, supplemented by the enlargement which occurs 
at the termination of the resonant tube, that takes the place 
and performs the functions of the Edison diaphragm, by receiving 
the sound waves and transmitting them to the tension regulator. 
The tension regulator is fastened to this enlarged part in the 
defendants’ instrument, and is within it. The addition of the red 
board adds to the effect of the transmission; and, as I have said, 
gives a better result when you speak at the back of the board 
than when you speak down the tube. 

Mr. Bicuam: Is the tube any part of the diaphragm ?—I am 
not sure about that. 

Is the resonant case ?—Yes. | 

I should have thought it produced vibration in the same 


| 
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manner as the lower part of the tube ?—It may, and probably does, 
contribute to some extent. 

You know, I sup , that the resonant case has been dis- 
claimed by Edison?—I don’t know. I know he has only one 
claim left. 

You say this * part of the bottom in which the tension 
regulator is placed does perform the functions of a diaphragm ?— 
Yes 


I may take it that any structure used to support tension regu- 
lators would perform the functions of a diaphragm No; you might 
have a structure which would not receive the sound waves, so as 
to render it of any value. I should say any substance which 
responded to the sound waves and transmitted them would answer 
the purpose of a diaphragm. 

This bottom part, which you say performs the functions of a 
diaphragm, is not the diap in the ordinary sense P—I 
answered that rather hastily. think it is. It separates the 
* which is on one side of it, from the air which is on the other 
side. 
In the ordinary sense of the word, as I hold up this sheet of 
paper, would you call it a diaphragm ?—I should want to know 
the context. I should not go into a stationer’s shop and ask for a 


he mahogany back in the defendants’ instrument, you also say, 
serves the pu of a diap 7— es. 
You have told us that if the tension regulators were held up by 
a string and the sound waves allowed to act upon them the result 
would be commercially useless ?—That is my belief. 
Do you mean to suggest that the sound waves would produce no 
effect upon the tension regulators ? No; that is why I introduced 


the word “ commercially.” 

Without the aid of a diaph do you admit that some effect 
will be produced, and that soun ight be transmitted ?—I think 
it is extremely probable there might be some effect produced ; 
that is why I restricted myself to its being a commercial effect. I 
have the strongest belief that if you were to take away from that 
implement the wooden portions of it the rest of the instrument 
would have no commercial value. 

Put shortly, I suppose your contention comes to this, that inas- 
much as the wooden portion discharges the functions of Edison’s 
diaphragm the wooden portion does, in fact, form a diaphragm ?— 
It constitutes a diaphragm. 

As you define it ?—In the telephonic sense of the word. 

Do you really suggest that this black base, and the mahogany 
base, produce the effect upon the tension regulators ?—Yes; in 
the same way, whatever that may be, as Edison intended the effect 
of pressure to be produced. I do not say how it operates. 

Are those tension regulators employed by the defendants what 
are known as Hughes’s microphone ?—Yes; a microphone, not 
necessarily Hughes's microphone. 

Hughes's microphone consists of hard pieces like carbon in 
loose contact ?—Yes. 

The current is regulated in this microphone by the alteration 
of the facets of the contact ?—It may be. 

Is it the generally accepted opinion that the current is regulated 
by the change of the facets ?—I don’t know. The small pressure, 
as far as I know, may increase the intimacy or the extent of the 
surface contact. 

Supposing you have a number of loose pieces of carbon ina 
space, I suppose by pressure you can make the facets of the points 
of contact greater ?—I think so. It would be increasing the ex- 
tent of their contact. 

Edison’s tension regulators consist of a soft compressible mass ?— 
Not always. 

Will you show me in any part of the specification where it is 
not so composed ?—I think I can; page 7, line 6:—“ Having 
points made of compressed plumbago, mixed preferably with gum 
rubber, but any substance not liable to rapid decomposition . . . . 
may be used.” He distinguishes here between those regulators 
which are elastic and those which are not. 

I suggest that compressibility is one of the essential features of 
all the tension regulators contemplated by Edison.—I think differ- 
ently. I was asked a good many years ago, before the union of 
the telephone companies took place, by those possessing the Bell 
telephone patent, whether they could work certain carbon instru- 
ments because these microphones were not compressible, and 
urging that Edison’s microphone was confined to what was com- 
pressible. I advised adversely, and thereupon the union of 
companies took place. 


How do you describe hard carbon—as a good or bad conductor ? | 


I think the term semi-conductor is a good term. 

I suggest “ good conductor.” — As compared witha metal I think 
you are wrong. 

I Suppose what is good and what is bad is a question of degree ? 
—A question of degree. 

Re-examined by Mr. Mourrox : Your attention has been called 
to the passages in Lord Justice Fry’s judgment :— The quality 
which he required in his diaphragm is plainly expressed in the 
specification, namely, that it shall vibrate with the voice.” 
Speaking as an expert do you think that is plainly expressed in 
the specification ?—I think so. 

The motion of the mahogany board would move these carbons 
would it not ?—Yes. 

Dr. Joux Hopxinson, examined by Mr. Moulton, said: I am a 
Fellow of the Royal Society, and practise as a consulting engi- 
neer. I have given special attention to electrical science for 
many years. I have read the specification of Edison’s Patent No. 
2909 of 1877, and have read, also, as part of it, the only claim 


which now remains, which, in my opinion, fairly describes the 
inventions claimed by the patentee. The function of the 
diaphragm in this invention is to gather up the vibrations 
which exist in the air when sound is transmitted, and to apply 
those vibrations to the tension regulator, so as to vary the 
relation of its ag and so cause variation in the resistance of 
the circuit. e defendants’ instrument is an instrument for 
transmitting electrical impulses by sound. I find in that a 
diaphragm, the mahogany board at the back, and I also find 
that the mouth-piece itself is a diaphragm, that is, the tube and 
base. The patentee contemplates using more than one pay A 
in his patent as a variation. The strip of elastic foil over the hole 
is one diaphragm mounted upon another. 

Mr. Mourron having put in a drawing of a section of the 
defendant’s instrument, 

Witness: This appears to me to be an accurate section of the 
defendant’s instrument. I have made experiments to determine 


whether the defendants’ instrument is capable of ing up the 
vibrations of the voice. First, experiments were e using 


portions of the defendants’ apparatus—the black wooden part— 


using that in the ordinary way as a lover’s telephone, a string 


being stretched from the black base across a court yard, the string 
ing to a little drum, forming an ordinary lover’s hone. 
e were able to carry on a conversation through it. e dis- 
tance was, I should think, about 20 yards. t experiment 
proved, beyond all doubt, that when you spoke into the instru- 
ment the base portion of it was in acoustic vibration. That proved 
that that base was in a condition to act as a diaphragm. In 
the next case the thread, instead of being attached to the base, 
was tied round the conical part, and when attached to the lower 
part of the cone it answered well, but not quite so distinctly as 
when attached to the base. That proved that that portion of the 
cone was acting as a tympan or a diaphragm. en we took 
the 8 up to the larger part of the cone. We found that the 
speech then was transmitted excellently; better than in the 
second case, as well as the first. That proved a similar conclu- 
sion. We replaced the black portion of the instrument on the 
red portion, put the whole instrument together again; then took 
the string from the red portion—the back of the instrument—to 
the lover’s telephone at the other part of the building and tried 
it in the same way. We could hear exceedingly well. I was at 
the end where the defendants’ instrument was placed, Sir Fredk. 
Bramwell at the other. I heard him distinctly. Very thick 
pieces of wood act excellently as a diaphragm have no doubt 
the panels of this room — be found to act as diaphragms. We 
then went on to try the instrument electri , attaching 
it to an ordinary Bell telephone as a receiver. While we 
listened at the receiving telephone, and some one ke into 
the tube, spoke against the side of the cone, and against 
the back of the 2 board. In all three positions 
the speech was good. B y speaking, it made no great differ- 
ence which position it was spoken to; but there were slight 
differences in the sound which enabled me, after hearing the 
three positions once, to tell which way the speaker was using the 
instrument. Speaking into the trumpet, the sound was loud, but 
at times the voice was a little thick, and the sound rasping. When 
the side of the cone was addressed the sound was clearer, but not 
uite so loud, and when the base-board was addressed from below 
the sound was both loud and clear. From these experiments I 
draw the conclusion that the base-board and the cone serve to 
gather up the vibrations from the air, from whatever direction these 
impinge upon them, and then affect the tension regulator attached 
to them so as to vary its resistance and transmit speech. That 
possesses all the essentials described in the specification. I next 
placed a cork at the lower portion of the cone, so as to stop it com- 
pletely ; the instrument spoke well. Then we tried another 
experiment, having a special cone prepared, which would shield 
the carbons from the action of the air. That also spoke perfectly 
weli. Then we tried a cone like the defendants’ cones, but with 
the carbons in the tension regulator slightly differently placed, so 
that the aerial wave would not impinge directly on entering upon 
the carbons. That spoke perfectly well. From that I draw the 
conclusion that, sensibly, the direct impact of the aerial vibrations 
upon the carbons themselves, has no part whatever in the effect 
produced. The hole in the diaphragm would not prevent it from 
acting as an acoustical diaphragm. In my opinion, the tension 
regulator in the defendants’ instrument is such a one as described 
in the specification. Coke or carbon would possess sufficient 
resiliency for the purposes here. I do not understand the specifi- 
cation to confine tension regulators to what is compressible—that is 
sensibly compressible. I was present during the hearing of the 
Maclean case, and the instrument produced was the subject of 
that case. There there are two carbon blocks in rigid connection 
with the diaphragm. I find, also, in the defendants’ instrument, 
two carbon blocks in rigid connection with the black part of the in- 
strument, and across these there are two loose pencils, similar to one 
in the Maclean instrument. I find no material difference in those 
instruments so far as relates to the matter of Edison’s claims. In 
Maclean’s instrument, the pressure was produced by the weight of 
brass; variations of pressure found their point of resistance 
through the inertia. In that case the cross pencil was of the 
same thickness all along, but it was weighted. The defendants’ 
pencil was not weighted, but was thicker in the middle; this 
would have the same effect as the piece of brass in the Maclean 
instrument. That method of producing variations of pressure is 
contemplated by Edison in his specification. Acoustically, there 
is no difference between the tension regulator being on one side of 
the diaphragm and the other. 
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Cross-Examined by Mr. Biauam: I understand Edison to 
mean by a — any structure which communicates the 
by the sound waves to the tension regulator. I 
do not see that it matters what the form of the structure is, what 
its position, or what it is made of. I know the Reis transmitter. 
That was invented and used long pes to the Edison specification 
—was used for the transmission of sounds. The instrument pro- 
duced appears to be fairly made according to such descriptions as 
I have seen of the instrument. 
Mr. Bieuam: You find there a mouth-piece, you find there a 
box, both of them capable of vibration when the sound waves of 
the voice strike on the surface of the box or mouth-piece ? 


es. 
Would you say that that box and that mouth-piece “po 
Edison’s diaphragm?—No doubt they do in a degree—if there 
were the other portions of Edison’s instrument there. 

Never mind the other parts. Do the mouth-piece and the box 
in the Reis transmitter represent what you would understand by an 
Edison diaphragm ?—I don’t quite understand what you mean by 
represent.“ 

e Edison diaphragm is a structure, as I understand it, which 
is put in vibration by the sound waves from the voice, and in that 
wey affects the tension regulator ?—Yes. 

t does not matter, you say, what the shape of it is, what the 
material of it is, or what the position of it is ?—Provided it acts 
in that way. 

You define, in fact, the diaphragm by its effect, and not by its 
shape, form, or position ?—In this connection, yes. 

Do the box and tube in the Reis instrument produce the effect 
which, when produced, constitutes the producing instrument a 
diaphragm ?—No ; that I must explain. 

Before you explain, I want to know whether in using the Reis 
instrument, the voice would produce vibration in the base of the 
tube and in the wooden box ?—Yes, I think it would; but I have 
not tried it, understand. 

Would that vibration produce any effect upon the current of 
electricity ?—I doubt very much if that vibration would. I have 
little doubt that when spoken into all those would be in 
vibration, and if you attach to that box an Edison tension regu- 
lator, you would fad that the box formed a sufficient diaphragm. 

At all events, we have, very long anterior to Edison's patent, a 
construction which vibrates with the voice, and which was used 
in an instrument for transmission of sound? — Les. 

Now tell me, if you please, what was the first experiment you 
tried with the defendant’s instrument ?—In the first experiment 
tried the string was taken from the back’ base across the court- 
—— to a little drum on a lover's telephone. By talking to this 

lack portion of the defendant's instrument we were able to hear 
sound transmitted from the lover's telephone. That was without 
the assistance of any electrical current at all. 

I suppose that would have happened had you taken any two 
cones ?—No, I don’t think it would. 

Taking the example given by the Attorney-General—two pill 
boxes ?—Yes ; but pill boxes are not cones. * the next experi- 
ment the string, instead of being attached to the black base, was 
tied round the small part of the cone, and the experiment was 
repeated in the same way. In the third the string was attached 
round the large end, with the same result as in the previous cases. 
The fourth experiment was with the red wood base board. The 
instrument was put together, and a string was taken from the 
base to the lover's telephone as before. 

You heard more distinctly when the base board was tried than 
before ?—No, I don’t think so. In the fifth experiment, the in- 
strument was put together in the usual manner and connected 
up. The experiment consisted of some one speaking to the trans- 
mitting instrument in three several directions; into the tube, 
against the tube, and at the back of the base, each of us severally 
listening at the Bell receiver. ‘The third method was on the 
whole the best. The conclusion I draw from that is, that the way 
in which this operates as a transmitter is that the aerial waves 
are taken up by the wooden portion of the instrument. 

You tried it, also, without the case? — The instrument was 
taken out of the base, some one spoke down. We did not hear 
very well. When we spoke into it we could hear well, but not so 
well as when it was in its ordinary position. We then took an 
ordinary thick book, and by placing it underneath the articula- 
tion was very much improved. 

The conclusion you wish me to draw, I suppose, is that the 
mahogany base assists in forming what you call the diaphragm? 
—I have not the least doubt of it. 

In this (defendant’s) instrument you put the two carbon pencils 
= from the aperture, one on each cide ?—Yes. 

en you press the tube till the edge gets flush with the bottom 
of the speaking tube. Do you mean to tell us that that altera- 
tion produced no effect upon the result ?—Yes. 

And the conclusion you draw from that is, that the impact of 
the sound waves upon the tension regulators produces no effect 
whatever upon the electric current ?—Direct, you mean? No 
sensible effect. 

Would this instrument act as a diaphragm (handing up a leaden 
cone formed as a speaking tube) ?—I don’t think it would to a 
sensible extent. 

Would you be surprised to hear that the instrument speaks, 
well, with a mouth-piece such as that? — That 

one 

With a mouth-piece such as that.—It depends in a great mea- 
sure upon what it is attached to. I should not expect it to speak 
well. I am not prepared to say it would not speak. 


— 


If it did speak at all, would it be in your opinion by reason of 
the vibration in the lead or the carbon pencils ?—That I would 
not venture to say without experiment. 

Supposing there were zinc or tin in the leaden cone, would that 
cause increased vibration ?—I don’t think there is any zinc there 
—tin possibly. The presence of tin would make it very much 
more likely to take up vibrations than without it. Antimony would 
have a similar effect. 

That, I su 4 would depend upon the quantity ?—A small 
quantity would have a sensible effect. 

Would putty in a moist state form a diaphragm ?—I don’t think 
putty would be a suitable material. 

Would it be a diap ? Would there be any vibration >— 
No; I don’t think so. I don’t think putty would act at all as a 

en, supposing. ＋ begs putty transmitter (put in), you found 
sound transmitted, to what action would you attribute the trans- 
mission of sound? I should attribute the transmission of sound, 
such as it might be, to the action of the sound waves upon the 
carbons themselves. 

Then you agree that the direct impact of the sound waves upon 
the carbon pencils will produce an effect upon the electric current? 
—I think it is possible that it might. I have never seen it do so 
in the sense of transmitting speech. 

I want to see whether you will admit that the direct impact 
of sound waves upon the carbon pencils will produce, not merely 
an effect, but a very sensible effect, upon the electric current ? 
—As I have already said, I don’t think that the effect would 
be sensible in comparison with the effects we get from these 
ordinary diaphragms. 

Do = mean to say that the direct 4 of the sound waves 
upon the carbon pencils does not produce, by itself, an appreciable 
effect upon the electric current—such as to transmit sounds, 
words ?—Theoretically speaking, there would undoubtedly be an 
effect in that sense. I am not prepared to say, by carefully ar- 
ranged apparatus in its other parts, you might not be able to 
perceive a faint sound. I have tried an experiment in which the 
tension regulator was taken out and suspended by strings. The 
result was that you could hear no articulate speech at all. But 
ae to exccedingly loud very close to it, you could hear 
a rattle. 

A sound ?—A sound; but not s in any sense. 

In the Scotch case, the case of the Maclean transmitter, what 
was alleged to be the transmitter ?—As far as I recollect, a piece 
of cork and a piece of ferrotype iron attached to it. 

In the Scotch case was it ever suggested that anything else con- 
stituted a diaphragm ?—I don’t remember that there was any such 
su tion. 

as this transmitter (the Theiler or Maclean) ,when in operation, 
attached to any base corresponding to the mahogany base in the 
defendant’s transmitter ?—There was no base at that time, as far 
as I can remember. 

I want to know whether there was not also some kind of wooden 
stand ?—My own impression is that it was carried upon some form 
of wooden box. 

During the Scotch case was it ever suggested that the cork 
or the mouthpiece constituted a diaphragm ?—I don’t recollect that 
it was. 

Did you ever, till this case, hear it suggested that a mouth- 
piece and a stand constituted a diaphragm ?—That a stand did, 
certainly—that a cigar box acted as a diaphragm. I have known 
that ever since Hughes’s description of his microphone. 

Have you ever heard it suggested, till this case, that a mere 
stand, upon which it is fixed for convenience, constitutes a 
diaphragm ?—As far as I remember, I do not know a case in 
which the mouthpiece was considered to be substantially a 
diaphragm. But I do remember a stand being suggested as a 
mt I pointed that out myself in the case of Harrison, 
Cox-Walker. 

You suggested then that the case or stand constituted a 
diaphragm ?—I will tell you how it arose. To the best of my 
recollection, a putty transmitter was shown to me, placed upon 
a considerable piece of board, and I at once pointed out that 
that support constituted a very good diaphragm indeed, 80 
—4 is by no means now in this case that it is first sug- 
gested. 

Do you remember, in the Scotch case, Lord M’Laren saying 
to the Lord Advocate, “ I suppose if they dispensed with the 
diaphragm, they would be without the patent?” Did you hear 
any such question put, and the answer given “ Yes?”—I do not 
remember. 

Re-examined by Mr. Moutton: Putty and lead are elastic 
within their limits, but those limits are narrow ?—That is so. 

8 rooms are separated by a partition of sheet lead, 
would sounds be heard from one to the other ?—Undoubtedly. 
¥ Does that show that sheet lead will take up vibrations ?— 

es. 

But is it most suitable ?—No; wood is far better. 

Would the fact that some sound was transmitted with a mouth- 
piece like that lead you to alter your opinion that the vibrations are 
conveyed by solid bodies to the tension regulators ?—As I said 
before, I should wish to make careful experiments as to the — | 
the effect was produced. I think the effect would be very s , 
but before I gave a decided opinion I should wish to try an ex- 
periment. 

In Theiler’s instrument, which part of it is the effective 
diaphragm ?—Substantially, beyond all doubt, it is the cork with 
the piece of ferrotype iron upon it. 


| 
| 
| 
Mr 
Ed 
| Ed 
the 
| th 
to 
| 
| tio 
of t 
| tion 
ce 
| doe 
sid 
fs 
rat 
| dia 
| 80 
fro 
| ra 
| sidi 
0 
anc 
the 
dia 
em] 
Fo 
Fo 
| Sor 
| | 
leac 
told 
| : 
| à 
or 1 
| 
is n 
| a re 
and 
feat 
den 
ants 
I fo 
in t 
beer 
inst 
upo 
of 
posi 
of 
sur 
ther 
sold 
The 
my 
mer 
othe 
cart 
1 Di 
guis 
as 1 
voic 
and 
diffe 
tre 
tran 
tain 
the 
pers 
were 
conc 
oth a 
I be 
artic 
if I 
have 
book 
it wi 
whe 
= 
inst 
the 
mec 
tine 
Pew 


THE TELEGRAPHIC JOURNAL AND 


18, 1885.] 


ELECTRICAL REVIEW. 58 


Sir WILLIAM THomson, who was next called, in examination by 
Mr. Aston, said he had made himself acquainted with Mr. 
Edison’s specification. So far as he knew, there were no tension 
regulators such as Edison used for telephonic purposes prior to 
the date of Edison’s — Diaphragm was a correct term to 
apply to that part of his apparatus which operated to receive and 
to communicate the vibration set up in the air by vocal sound. It 
was in accordance with the meaning of the word and its deriva- 
tion. 

Mr. Justice Nort: Just tell me what you say is the meaning 
of the word “ diaphragm ?—Essentially, according to its deriva- 
tion, a divider—something that divides between—a separator. 
“ Diaphragm” involves the idea of separating; and anything that 
does so, when se ting is an essential to the functions con- 
sidered, is properly then called a diaphragm. 

When sound waves, created by the voice, impinge upon a sur- 
face and cause it to vibrate, what are the things that are 
rated by the vibrating medium ?—The air on the two sides of the 


diaphragm. 

And in order that the medium may vibrate and take up the 
sound-waves, must there be a separation of the air on one side 
from the air on the other ?—Yes; there must be a sufficient sepa- 
ration to give rise to differences of air pressure upon the two 
sides. 

Supposing there were no air on the side opposite to that which 
ou —— to give way, the vibrations of the medium would be 
locked, because there would be no means of allowing it to 80 

and fro) — There would be no force to cause it to go to and fro if 
there was no difference of pressure on the two sides. 

Mr. Edison describes his resonant case in connection with a 
diaphragm ?—Yes. He describes various substances that may be 
employed for his diaphragm. These are certainly not exhaustive. 
For the diaphragm, light solid substances, such as wood, paper, 

hment, aluminum, mica, brass, iron, would answer best. 
— exceedingly ill-suited for the purpose might be adopted 
to act effectively as a | 

Take, for instance, lead. Should you be surprised to hear that 
lead could answer ?—Not at all. I would not believe it if I were 
told that it would not answer. Substances wholly or apes À 
pre in their character, such as water or mercury, could be used. 

remember putty being in question when another action was tried 
in another court. I said then I believed it would act. Itis a 
question of degree as to whether the material shall take up more 
or less readily the vibrations of the sound waves. For telephonic 
purposes, putty is nearly as bad a material as could be chosen. It 
is necessary for telephonic purposes to have as clear and as = 
a repetition of the sound-waves at the receiver end as possible, 
and also that the repetition be as true as possible, losing no 
feature of the variation of pressure of the sound-wave. Indepen- 
dently, some time ago, I made some experiments with the defend- 
ants’ instrument at my laboratory in the University of Glasgow. 
I found it acted fairly well as a telephone transmitter when used 
in the manner for which it was intended. My attention having 
been called to an allegation made by the defendants that their 
instrument acted through the direct impact of the sound-waves 
upon the carbon pencils, with the view to testing the accuracy 
of this allegation I dismounted the carbon blocks from their 
position in the black cone, and fixed them to a small piece 
of wood, in order that there might be as little as possible of 
surface exposed to the air, besides the surface of the carbons 
themselves. I made the proper electric connections through thin wire 
soldered to the copper slips, which formed part of the instrument. 

e experiment was made between an upper and a lower room of 
my laboratory, a voice tube being used to facilitate the experi- 
ments. I myself was sometimes in one room, sometimes in the 
other. When I myself had spoken, with my mouth near the 
carbon pencils, I asked immediately after, through the voice tube, 
“ Did you hear anything?” and the answer was, “Could distin- 
guish nothing.” I then shouted “ Ah! ah! ah! Oh! oh! oh!” 
as loudly as I could. Then I asked, and the answer was, “a 
sound ;” and something like it was given back to me through the 
voice tube. I then verified it by listening to the other end myself 
and instructed my assistants to read and to shout, and to make 
different sounds. I found a knock against the wires made a 
tremendous rattle. It put me in mind of the elephantine 
tramp of the fly in Hughes’s celebrated experiment. I ascer- 
tained that it was impossible with these arrangements to hear 
the ordinary voice, to even so much as distinguish that the 
person at the other end was reading. But inarticulate sounds 
were heard, and, listening with great care myself, I came to the 
conclusion that when there was reading from a newspaper at the 
other end, the reason we did not hear it was that it was too faint. 
I believe that it would have been ible to hear the sound 
articulately if it had been loud enough. I believe, in short, that 
if I had increased the electric forces in the apparatus I might 
have made the sounds distinctly audible, and that then reading a 
book or speaking in an ordinary voice to the pencils thus supported, 
it would have made a successful telephone. My object was to test 
whether such mute, feeble, hypothetical action was the effect of 

action of the defendants’ instrument. For that purpose I 
approached step by step to the actual conditions of the defendants’ 
instrument. The first thing I did was to press a board against 
the little piece of stick on which the blocks were fixed; im- 
mediately at the other end ordinary speaking was heard quite dis- 
tinctly. I moved the board, then no sound. 

2 your opinion would it be correct to call the sounding board a 


phragm in the sense in which Edison uses that word? 
Perfectly correct. 


put it in use accordi 


At the time you applied the sounding board to the blocks was 
there any difference between the action of the sounding board as 
you used it and the mahogany base of the defendants’ apparatus ? 
—No substantial difference. I varied the experiment by pressing 
my little piece of stick sometimes against the one side of the 
defendants’ board and sometimes against the other side, and got 
substantially the same results. 

Then, did you in fact use as your sounding board that part of 
the defendants’ apparatus which we have called the red back or 
red base ?—I did. 


When the blocks and carbon pencils were put in contact with 


that red back or base, you heard and heard well?—Yes; and 
when the block and pencils were disconnected from the red base, 
I heard badly. I replaced the blocks in their proper positions, 
and put in the carbon pencils, and re-made the instrument and 


rding 

then found that it acted as a fairly good telephone transmitter. 
When I spoke to it in the normal manner, speaking into its own 
mouth-piece, if I did not speak too loud it worked well; too loud 
speaking caused it to jar, to give a mixture of articulate and in- 
articulate sounds. I have not the slightest doubt that that 
result came about h the breaking of contact between the 
ends of the pencils and the carbon b „ 80 that the circuit 
ceased to be continuously a closed circuit. 

Would that be caused by the direct action of the sound waves 
upon the pencils ?—No, not in any way that I can see. 

Why, then, when you spoke down the trumpet-shaped tube did 
you get this inarticulate sound now and then) — When I spoke in 
any direction I got that articulate sound if I spoke loud enough. 
Loud speaking would produce a less articulate sound when I 
spoke into the mouth of the instrument than when I spoke in 
other directions. 


er 
The Court then adjourned until Wednesday. 


Wednesday, July 15th. 


Mr. Bieuam, this morning, before the of the 
examination of Sir William Thomson, asked his Lordship’s consent 


to an arrangement that the second action should stand over the 
vacation, upon terms of the defendants undertaking not to 


make, sell or use in the interval, the plaintiff’s giving an under- 


taking to answer any damages for the interference with the defend- 
ants’ business. 

Mr. Aston concurring in the application, 

Mr. Justice Nort remarking that he did not understand that 
the application involved a postponement of his judgment in the 
first case, assented. | 

Sir WiLLiAm THomson was then recalled and his examination 
continued by Mr. Aston. He said to the best of his recollection 
he first heard of the use of putty in a telephone at the trial before 
Lord Justice Fry. Any substance, whatever, having sufficient 
conductivity to let a suitable current pass through it at a suitable 
E.M.F. might be interposed in a closed circuit, as proposed by 
Edison, to be used as a tension regulator. Silver and copper were 
the best materials. Iron had about six times the resistance of 
copper; bismuth about eighty times that of copper; and carbon 
about forty times that bismuth, or some 3,000 times the re- 
sistance of copper. 

Mr. Aston : All those substances can be used as a tension regu- 
lator as described by Edison ?—Yes. 

Which are the best materials for tension regulators, 
conductors or semi-conductors of low conductivity ?—Semi-con- 
ductors are undoubtedly the most convenient; not of necessity 
the best in respect of the result, but most convenient for the pur- 
poses of commercial telephony. 

As far as you know was the use of a tension regulator such as 
described by Edison in the manner and for the purposes indicated 
by Edison new at the date of his patent ?—It was. 

Cross-Examined by Mr. Bina: Have you ever seen a trans- 
mitter constructed according to Mr. Edison’s specification in actual 
use —I have had in my own house and laboratory transmitters 
constructed according to Mr. Edison’s specification, and have used 
them for many years. 

Describe to me how the tension regulators in these transmitters 
are constructed—of what material ?—A carbon button, I believe. 

With any cover ?—The particular form of the Edison tension 
regulator which I have in use is that known by the name of 
Blake. 

Had the carbon button any cover ?—To the best of my know- 
ledge it is a carbon button pressed by a spring. I have not 
examined it very minutely, but I know the effect is produced 
by the pressure of what I believe is a carbon button against 
another conducting surface. 

Tell me where, in the specification, you find that form of tension 
regulator described ?—Fig. 10 is so nearly the same thing that I 
could not tell the difference, with one exception. 

In the printed matter ?—Page 7, line 13. 

Take page 5, first of all. It is true, is it not, that the material 
which Edison supposed to be the best was small bunches or tufts 
or discs of semi-conducting elastic fibre, such as particles 
of silk, and any semi-conducting material?—I never understood 
that Edison considered that as the best. He described it as the 
most delicate, and is r right in that description. 

In point of fact, did you ever see in operation a transmitter with 
such a tension regulator ?— Yes, I have. I have not seen it set up 
for practical use. I have understood it was found to be more true 
in its articulation, less liable to the microphonic jarring than the 
arrangement with the harder carbon. 3 


to the instructions of the defendants. 1 
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Have you ever seen any such tension regulator in commercial 
use?—I saw at No. 6, Lombard Street, an instrument giving 
— between that point and a place in the country about fifteen 

es off—acting perfectly as a commercial instrument, with the 
exception that no payment was made. I saw it later in con- 
nection with the investigation before Mr. Justice Fry, and 
examined it. I have not seen any instrument in actual commercial 
use. I believe a great pe mes og meme were made and sold. 
I lost an ity of seeing it in Glasgow in commercial use. 
I saw it — 14 London. 

Can you tell me at what date Edison discarded the fibrous ten- 
sion tors and adopted the hard carbon regulators ?—I cannot 
tell you the date, nor can I tell you that he has discarded the 
softer button. | 

Do you know that, in point of fact, the Edison Company now 
manufactures no tension regulator of soft fibrous materials P— 
No, I do not know. 

Can you tell me when it was you saw the transmitter with the 
fibrous tension in it in operation in Edison’s office P—I 
cannot tell the date, but it is easy to find it. It was before the 
amalgamation of the Bell and Edison interests. The Bell had at 
that time adopted the Blake. I had seen the Blake transmitter on 
the same day, in the Bell telephone office, and I felt so ete | 
that it was identical with the Edison that I urged my friends 
I could to am te. I saw them on the same day, and could 
not find any difference. If I had investigated minutely, no doubt 
I should have seen the difference. The transmitter handed to me 
is one that acts on an exactly similar principle to the Blake trans- 
mitter. It has the essentials of the Edison tension tor. It 
is my impression that it is a Blake transmitter, but I am not 


sure. 
Is this tension regulator the kind of tension tor which the 
tiffs now use P—It is. It is the kind which I use in my own 
ratory, under the Edison patent. 


I am assuming that this transmitter is different from that which 
is mentioned in the specification, and if my assumption is right 
the plaintiff — 101 not using the Edison tension regulators? 
— 1 ona answer that I consider it virtually the same instru- 
men 

That is not my question. Assuming this Blake transmitter as 
constructed differently from the Edison specification, the plaintiff 
company is now using a transmitter which is not that described in 
the specification? It follows, you know, it is only an argument. 

Mr. Justice Nortu: I am not quite sure it does follow. They 
— use something that was not described in it, and yet not 

ifferent from it. 

Mr. Bieuam: I meant something which does not come within 
the description. 

Sir WizziAm THomson : That comes within the description, 
most entirely. 

The Blake transmitter was the subject matter of a patent ?—I 
believe it was. 

Assuming that this is a Blake transmitter, this instrument was 
itself the subject of a patent ?—The subject of a patent which 
could only be used with the Edison patent—an improvement on 
Edison’s, if it is admitted to be an improvement. 

Where is the diaphragm in this Blake transmitter? I suggest 
that it is the brass plate.—It is the brass plate. 

Would a diamond act as a tension regulator ?—Its conductivity 
is not high enough. 

Diamond is one of the very purest forms of carbon, is it not ?— 
Yes, and crystallised. 

Therefore, Edison, in this 1 did not contemplate all 
forms of carbons—he clearly did not contemplate a diamond? 


o. 

I will take you to Fig. 10, page 6, lines 13 to 18 of the specifi- 
cation. Are these the words 2 rely upon as covering the hard 
carbon button ?—I rely partly upon these words, an partly on 
some other words—the words “compressed plumbago mixed pre- 
ferably with gum rubber.” The description of semi-conducting 
material covers the whole. 

What is the next best conductor to carbon?—I don’t know. 
Moist wood is perhaps the next most practical known; but it is 
very far behind carbon. 

Is there not a great gap between carbon and the next conductor 
that you know of ?—A very great gap. 

Cross-Examination continued by Mr. Piumprre: Am I right 
in saying that plaintiff’s diaphragm upon his tension regulator is 
to act by what is known as pressure ?—Changes of pressure. 

Is there no difference between what you call pressure and com- 
pression ?—Compression is a resultant effect of pressure. 

Then you have heard the words “acting by pressure ?—Yes, 
but I have no objection to add that that variation of pressure does 
produce variation of compression. 

Is the word ure used in the specification of Edison ?—I 
have not noticed that it is. No doubt it is. 

Is not the action in the defendants’ transmitter what is known 
-as microphonic ?—I do not know what is understood by the term. 

Does that not mean a variation of resistance caused by the 
variability of contact?—It does not. Loose contact in which a 
very slight shock is sufficient to break contact altogether, is the 
-essence of the microphone. The softer the carbon contact is, the 
less is the instrument liable to the injurious microphonic action. 

In the plaintiff’s transmitter, in which the tension regulator is 
made of a fibrous material, would not that be an example of 
ee the variability is caused by pressure or compression ?— 

es. 


Have you heard of an experiment by Prof. Hughes in which he 


~ 


succeeded in ing the current which passed through three or 
four nails p in loose contact, by merely speaking upon the 
nails ?—Yes ; I have seen the experiment. 

Would not that be an example of varying the current by. 
contact, as distinguished from the case I just put to you, of 
varying by compression where the materials of the tension regu- 
lator were fibrous matter ?—No; that is a case altogether of 
variation of resistance by increasing or diminishing the intimacy 
of contact. 

I think I understood you to say that a resonant mouth-piece is 
a diaphragm ?—I did not say so; but it is so. Also the black 
base of the tube and the red back. 

So I am right in saying that in this instrument there are no 
less than three diaphragms ?—All in one. Three parts tegether 
acting as one diaphragm. 

I sup in all instruments conveying — whether by 
means of an India rubber tube or by a lover’s telephone, or by 
more complicated telephones, there would always be something to 
collect sound waves, to speak into?—Not necessarily. Flat sur- 
faces would speak. 

In ordinary practice is it not always so?—Not always. A 
resonant case, as often used, is not essential—is often liable to 
introduce want of clearness. 

Can you tell me of any telephone used commercially which has 
not something to take the place of a resonant case?—The Blake 
transmitter, for instance; there is no resonant case. There is a 
little cup to it, but not a resonant cup. There is not cavity 
enough to make a note of its own. 

In point of fact, the resonant case is not claimed in Edison’s 
claim ?—I believe not. It is mentioned somewhere, but not in the 
remaining claim. 

Is your definition of a diaphragm anything that vibrates ?—A 
separator capable of vibrating, quite independent of form and 
of what it separates; but in telephone matters it naturally 
divides air. 

So you would call something which separates space from space, 
a diaphragm ?—Yes. | 

So that if I hold up a sheet of pe , you would call that a 
diaphragm ?—Manifestly. I would call my hand a diaphragm if 
used with a lover’s telephone, and it is effective in that con- 
nection. 

And this wall, separating this room from some Le outside, 
would you call that a diaphragm ?—Yes. But I would rather say 
that this wood panelling is a diaphragm, separating the air in the 
court from the air between the wood and the wall. | 

Take a telescope tube ; in the centre of that there is usually, I 
think, a disc with a little hole in it. Is not that, according to 
12 science, or the science of optics, termed a diaphragm ?— 

t is 


Now, the physiological use of the term. That portion which 
divides the chest from the abdomen is called a diaphragm, is it 
not ?—Yes. 

Now, take the circular shell of the body, would you call that a 
diaphragm ?—Possibly so; a diap with a hole in it. 

e circumference of the body—would you call that a dia- 
phragm ?—Only as it divides the external air from the inner 
8 of the body. 

You never h it called a diap ?—No. In one sense, 
perhaps, the chest and the we py into which the air is taken 
—the separator—might be ed a diaphragm. In oscultation 
with a stethoscope, it is virtually used as a diaphragm. 

Do not all, or nearly all, telephone instruments rest upon some- 
thing P—I believe so. Nearly all, but not all. 1 

Did you hear the question put by Lord McLaren in the Scotch 
case, as to dispensing with the diaphragm placing without the 
patent ?—If it was said whilst I was in court I must have heard 
it, but I do not recollect it. 

Re-Examined by Mr. Aston: 2 that one of the panels 
to which your attention has been called were fitted up in the 
following way: A tension regulator affixed to it by screws or other- 
wise, the tension regulator put into a closed circuit, are you able 
to tell my lord whether, in your opinion, the panel would act as a 
diaphragm and cause telephonic communication to be made ?—It 
would; I am certain of it without experiment. 

Under these cireumstances, would it act as a diaphragm in the 
sense in which Edison proposes to use diaphr ?—It would. 

You were asked whether a heap of nails put together, connected 
in a closed circuit, and rested on a board, would act as a tension 
regulator. What function would the board perform in that case? 
The function of a diaphragm. If a heap of nails were put on a 
very large solid mass of metal, such, for instance, as an anvil, the 
effect would be very much smaller than what I heard when I saw 
Prof. Hughes’s experiment. 

Speaking with scientific accuracy, are you able to say that even 
an anvil would be inert to vibrations of sound ?—It would not be 
inert. 

Mr. Justice Not: Or a large mass of putty ?—Or a large 
mass of putty; but to a much smaller degree if put ina 
cigar box. 

Mr. Aston: I suppose you have read the descriptions of all 
the forms of tension regulator that Edison describes in his speci- 
fication ?—I have. 

I won’t put it to you whether they are all in commercial use, 
but are you able to tell me whether, in your opinion, they are all 
3 useful ?— They are all A useful, in my opinion. 

ractically useful in this sense, 
made into a commercial instrument if there was prohibition 
against using any others. | 


t any one of them could be 


| 
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In Edison’s provisional specification he says: The contact 


points or surfaces are sometimes metallic, but plumbago or similar 


semi-conducting material, into which the tympan or diaphragm is 
brought more or less intimately into contact, or a point or a pin 
thereon, serve to lessen or increase the electricity passing at that 
point.” Now, is not that a general description of the materials 
that may be employed, and the mode in which they are to be used? 
—It is; and I forgot, I am sorry to say, this altogether in 
giving one of my answers in cross-examination. I wish to be 
allowed to add it. 

Having called your attention to the fact that in connection with 


2 and lamp-black and other forms of carbon, Mr. Edison 


so often referred to semi- conducting material, would you con- 

sider that such a hard form of carbon —and especially having re- 

to its crystallised condition —as the diamond was intended to 
implied by Edison ?—No. 

Mr. Justice Nortu: Why not, Sir William ?—Because of its 
want of conducting power; it could not be called semi-con- 
ducting. 

You were asked as to various degrees of conductivity of different 
substances, and you were asked what came next after carbon. 
Carbon itself varies very much indeed, doesn’t it ?—Yes. 

Taking such a thing as a diamond, has that a great deal of con- 
ductivity as compared with wet wood ?—Enormously less than 
wet wood. Diamond is very different to all other kinds of carbon. 
Wet wood is far behind every form of carbon excepting diamond. 

A series of experiments was here carried out with the various 
instruments produced in the case, treated in the different manners 
described, his Lordship testing the comparative efficiency of the 
respective exhibits. Upon their conclusion, 

Mr. Joun Imray, C. E., and patent agent, was called. He said 
he understood the combination claimed by Edison to be a combi- 
nation of a diaphragm or tympan—that was to say, somethin 
which, by obstructing waves of sound, would vibrate in accord- 
ance with that sound—with an electric tension regulator—that 
was to say, an imperfect-conducting body which, when acted 
upon by the diaphragm or tympan, gave variation of electrical 
resistance to a current ing through it. He understood by a 
diaphragm anything that would vibrate in accord with sound 
pulses. It necessarily must obstruct these pulses, and therefore 
separate what was on one side from what was on the other. He 
scarcely knew of anything which would not act as a diaphragm or 
tympan, more or less ; some things were better than others, a thin 
piece of straight-grained wood being the best material. An elec- 
tric tension regulator was an apparatus put into a circuit, and by 
introducing more or less resistance, caused a variation in the 
amount of current passing through the circuit. The diaphragm 
substantially described by Edison was a diaphragm or tympan 
substantially consisting of a plate or disc. The pulses of sound 
obstructed by it caused it to vibrate, and to communicate those 
small movements which constituted vibration to an electric tension 
regulator. If the tension regulator were placed between the voice 
and the diaphragm, instead of the diaphragm being between the 
voice and the tension regulator, the only effect would be to invert 
themovements. The tension regulator caused a variation of resist- 
ance, either by pressure, by a difference of intimacy of contact, or 
from a different density produced by compression of the substance 
used. These three classes, pressure, surface contact, and compres- 
sion, were described in Edison’s specification. With a tuft of 
fibre, the principal effect would be due to compression; with a 
plumbago coating, intimacy of contact ; and with lamp-black, the 
result would probably be due to pressure. But he did not think 
those could in any way be disentangled. He took part in the 
experiments spoken to by Sir Frederick Bramwell and Dr. Hop- 

n, and agreed with what they said. 

Cross-Examined by Mr. PLumprRe: Edison’s specification in- 
cluded tension regulators made up of hard carbon. The word 
carbon was not used. He agreed with the statement of Lord 
Justice Fry, that the three characteristics of the tension regulator 
were compressibility, semi-conductivity and elasticity. Hard 
carbon was compressible to a sensible extent: He had never 
measured the extent of its compressibility, but he knew that it 
— 4 — for when he dropped it on the ground it 

unded. 


„The ATTORNEY-GENERAL intimated that this closed the plain- 
tiffs’ case. 

Mr. BiaHam, in opening the case for the defendants, said : 
There appear to me to be three questions in this case, a decision 
upon any one of which in favour of the defendants will be sufficient 
to dispose of the action. The first question for your Lordship to 
decide 1s whether the defendants have infringed the plaintiffs’ 
patent by using a diaphragm within the meaning of the specifi- 
cation ; the next, whether they have used that diaphragm in com- 
bination with Edison’s tension regulators such as aie contemplated 
or described in the specification; and the third, whether the 
tension regulators contemplated by the specification are useful in 
à commercial sense so as to render the patent good so far as it 
relates to that. Now, my Lord, let me deal with the first question, 
which I admit at once appears to me to be an important question 
in the case—whether there is anything in the defendants’ appa- 
ratus which can be fairly described as the diaphragm, contem- 
plated by the Edison specification. I take it to be admitted, 
Common ground, that there is nothing in the defendants’ appa- 
ratus which could be described by the word diaphragm if that 
word were used in its ordinary, colloquial sense. There is nothing 
in the nature of a partition or division separating one part of the 
8 from another; and, unless your Lordship has recourse 

what Sir Frederick Bramwell called a telephonic interpreta- 


tion of the word diaphragm, it is impossible to find in the defen- 
dants’ apparatus anything which, by any ingenuity, can be twisted 
into a diaphragm. Now, what is it the plaintiffs say? I take the 
evidence of Dr. Hopkinson. I understand the plaintiffs say that 
Edison did not contemplate any particular form or shape or posi- 
tion, or anything of that kind when he was speaking of a 
diaphragm; all he contemplated was some physical effect, and Dr. 
Hopkinson, I think, said, if you have in connection with the in- 
strument anything at all which produces the effect of the 
diaphragm as described by Edison in his specification, then you 

t a diaphragm in its telephonic sense, or I suppose in its 

disonian sense. Now, my Lord, I did not know, until two or three 
days ago, that a diaphragm had atelephonic or Edisonian sense. I 
knew that it had a sense in ordinary language, and I invite your 
Lordship to say that, unless you have very good reason indeed for 
doing it, you should not, in considering this specification, depart 
very far from the ordinary sense given to the words. Now, it is 
suggested that Lord Justice Fry, in his judgment, did depart 
from the ordinary colloquial sense of the word diaphragm and 
gave to it a sense which comes within the definition which the 
= would now put upon the expression. I submit that Lord 

ustice Fry did nothing of the kind. Lord Justice Fry said, “I 
think the word diaph must be used in its ordinary sense. 
But (he said) I am sure that Mr. Edison contemplated, when he 
used the word diaphragm, a diaphragm which was capable of 
answering to vibrations caused by sound waves from the voice.” 
Lord Justice Fry did not say that if there is anything in the ma- 
chine which vibrates with the voice that will be a diaphragm ; 
but he did say—get the diaphragm that Edison contemplated and 
it must be a di . which will vibrate with the voice. After 
allusions to passages in Lord Justice Fry’s | Mr. Bigham 
said: Why I dwell upon these words is this—Lord Justice Fry 
says, I submit, in the plainest terms, the diaphragm must be 
taken in its ordinary. sense, something separating something from 
something else. But it is obvious, and he says so, because of the 
interchangeable use of the words diaphragm and — that 
Edison contemplated a peculiar property in his diaphragm, this 
property of vibration. Therefore, said Lord Justice Fry, if you 
(the defendants) use a thing which comes within the ordinary 
definition of the word diaphragm, and if it is found that the 
diaphragm vibrates with the voice, then you have got,the 
thing contemplated by Edison, and you are infringing his 
tent.” Now, my Lord, it is precisely that which the 
efendants have not got, and the plaintiffs are driven then to say, 
diaphragm must receive a telephonic interpretation. In this ac- 
tion before Lord Justice Fry, I am not aware that it was suggested 
that it needed to have a telephonic interptetation to distinguish 
it. Iam not aware that it was suggested in the Scotch case; and 
it was not necessary. But now, in the pinch of this case, the 
—7 find that there is no diaphragm at all; then they come 
orward and say, We can dismiss the word diaphragm altogether. 
Diaphragm is not necessary if we find anything at all in the con- 
struction of your instrument which vibrates with the sound-waves 
of the voice; then we find that something which produces an 
effect which our diaphragm produces, and therefore it is a dia- 
phragm.” This is a question not capable of very much argument : 
it is a question of fact for your lordship whether the box, the base, 
and the wooden support, and the mahogany back—whether they 
could, by any twisting of language, be described as a diaphragm. 
If this theory of the plaintiff’s is carried to its logical conclusion, 
everything is a tympan or diaphragm. You cannot have a thing 
constructed which is not a diaphragm, because it vibrates with the 
voice. But I will deal with a passage of the specification which 
clearly appears to contemplate the diaphragm being within or in 
connection with—Sir Frederick Bramwell suggested it might be 
at the end, but I don’t think that matters—the speaking tube 
itself. Certainly in every case delineated in these drawings the 
diaphragm is something which stretches across the tube. In no 
part of the specification or drawings is —— referred to as a 
diaphragm or tympan which does not correspond with this brass 
plate in the plaintiff's own transmitter. 8 

Mr. Justice NortH: But, Mr. Bigham, he speaks of “ dia- 
phragm or diaphragms.” 

Mr. Bieuam: So it has been pointed out, my lord; there is one 
instance where the plural is used. But if you refer to the b 
in Fig. 1 you will find that the reference is to the diaphragm—the 
one diaphragm, a division stretching across in front of the tension 
regulator, and I think I am right in saying that in no case, either in 
the letterpress or in the drawings, is anything referred to which does 
not correspond with what we ordinarily understand as a diaphragm. 
And when you look at the claim at the end of this specification 
your lordship will see that what he claims is a combination in the 
instrument for transmitting electric impulses by a sound, a combi- 
nation of a diaphragm or tympan with a tension regulator. There- 
fore I don’t think there is very much comfort to be derived by my 
friends from the fact that on page 4 the plural is in one case used 
together with the singular. Your lordship had a model of the 
Hunning’s transmitter produced, and your lordship will see there 
exactly what the diaphragm was. It was a piece of platinum foil 
placed as you would expect a diaphragm to be placed in exactly 
the same position as the diaphragm in nearly every instance 
shown in Edison’s drawings and in his specification. That is to 
say, it is a diaphragm placed in front of the tension regulator, 
and adiaphragm upon which the sound-waves coming from the 
voice act directly from the voice; that is to say, the lips and the 
diaphragm are in a direct line. The whole of Lord Justice Fry’s 
judgment must be read with reference to the subject matter of it, 
and regard must be had to the construction of that instrument, 
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a diaphragm which 
intended that his diaphragm should perform, namely, that of 
vibrating with the voice; and therefore it comes within the 

eaning of the specification; and therefore the defendants in 
that action failed. In that action there was never a suggestion 
that the box, mouthpiece, or anything of the kind, acted as a 
diaphragm and constituted an infringement. Going to the Scotch 
case again, there was something which answered to an ordinary 
notion of adiaphragm. The ferrotype iron, with the cork at the 
back forms what we understand as the diaphragm. The only ques- 
tion in both these cases was, was the diaphragm corresponding with 
the diaphragm described in Edison’s patent? But what your 
lordship is asked to do in this case is to say that, although ad- 
mittedly there is no diaphragm of any kind in the ordinary sense 
of the word, still there is something which produces the effect 
which a diaphragm might be ted to produce, and therefore 
it is an infringement of the patent. Before I leave this part of 
the — 2 let me say that we propose, if it is necessary that it 
should done, to show by ——_ that the red mahogany 
back, or base, does not, as it has been suggested, improve the 
operation of this instrument at all. It has been suggested, as I 
understand, that the mouth-piece operates also in the same way. 
Now, my lord, I took a mouth-piece which I called lead, and which 
I can prove, I think, is lead, and I also put a lump of putty into 
Dr. Hopkinson’s hands ; and I think we shall be able to satisfy 


Edison describes any other part, such as the resonant case, it is 
always described as something totally different from the dia- 
hragm. There is not a suggestion in the specification, in the 
udgments, or in the two cases that these things, which are now 
strained out of their ordinary meaning, in order to make them 
appear to be diaphragms, were diaphragms. We never heard 
such a thing until Sir Fredk. Bramwell came and told us that 
there was a telephonic sense in which the word diaphragm was 
used. As to the tension regulator: our tension regulators are, as 
I submit, not compressible within the meaning of Edison’s speci- 
fication at all. ey are hard carbon regulators, and they are 
made of a material which, I submit, contrary, of course, to the 
contention of the plaintiffs’ witnesses, was not contemplated by 
Edison in his specification. It is suggested that he contemplated 
all kinds of carbon. 
Mr. Justice Nortu: Most kinds of carbon. 

Mr. Bienam: Well, my lord, it was at one time suggested that 
he contemplated all kinds of carbon, until it was discovered that 
all kinds of carbon was going too far. Then it was said:“ No; 
it does not include a non-conducting kind.” We find two kinds 
of carbon mentioned, lamp black and plumbago, and in every 
case, as I submit, the carbon is used in such a way, and in con- 
junction with such substances, as to make a compressible mass— 
something capable of compression. And that seems to be one of 
the essential elements of these tension regulators as described in 
Edison’s specification. I shall be able to satisfy your lordship 
that, as Sir Wm. Thomson said this morning, pure carbon, such as 
we use for our pencils, is not a semi-conductor in the ordinary 
sense of the word, but a good conductor, a well-known distinction, 
and I think I shall be able to satisfy you that there is in the hard 
carbon pencils not that compressibility that Edison’s specification 
contemplated. 

Mr. Justice Nortu: Then, if that is so, how do you get the 
variation of current ? 

Mr. Bronax: I don’t profess to be able to explain that scientifi- 
cally. Scientific witnesses hesitate themselves to say, I believe. 
I suggest this myself, that it is not produced in the hard carbon 


' pencils by compression, but by some alteration of the facets pre- 


sented by the pencil against the socket, producing a result 
similar to that which Edison gets by compressing his mass; but 
how or why the effect is ge I am sure I don’t know. 

à + Justice Nortx: Yon say that the pencils get altered in 
orm 


Mr. Bienam: The sound waves from the voice cause, I suppose, 
some sort of tremor. | 

Mr. Jusrice Nortu : Tremor means if you have a bottle full of 
fragments in a state of tremor, they must be moving, each must 
at one moment be nearer to its neighbours than at another. Then 
there is pressure. The only way in which I see the pencils can be 
altered is by one touch in making the contact. 

Mr. BiGmam : That is what I suppose does take place with our 
tension regulators—moving about, rattling in the socket. But 
that, I say, is something very different from compression of such 
fibrous matters as silk mixed with carbon—such as is never used, 
I understand, but such as is described in the specification. It 
would be wrong to say of a carbon pencil shaking about in a 
socket that it is subjected to compression. It may, and, of course, 
does, in shaking about in the socket, present different facets of 
its surface to the face or hole of the socket ; but there is nothin 
of the nature of compressibility such as Edison —ä— vus 
when he was describing these tension regulators, made of plum- 
bago mixed with gum or some sort of soft substance of that kind, 
or when he was describing fibre mixed with plumbago, or when 
he was describing how these springs should be adjusted so that 
this sort of motion should go on. Sir William Thomson was 
asked by me, I think, whether he had ever seen an Edison trans- 
mitter constructed in accordance with this specification in actual 
use. He said he had—one, he thought, in the Edison office, 


although he was not quite sure, nor could he tell the date. But 
I think he admitted that they were not in commercial use. I 
should like my friends, if they can, to show us a transmitter con- 
structed according to their specification, in actual use here, in 
order that we may see whether it works at all. If it isn 
to go into that of the case at all, I shall be able to satisfy 
your lordship that a combination of a tympanum or diap 
with such a tension regulator as that described is a valueless com- 
bination altogether. These are, shortly, the facts. I shall call 
before you evidence of the same class as that which has been 
placed before you by the plaintiffs. I repeat, I think the main 

uestion is, aye or no, is there a diaphragm—a diaphragm within 

e meaning of the specification? and I appeal to your lordship to 
use your own common sense and judgment upon an — 
small question, and answer the question, can the things whic 
they assert form a diaphragm, by any twisting of words or twist- 
ing of sense, be called a — poe P 
e Court then adjourned until Thursday. 


NOTES. 


The Electric Light in the Chinese Navy.—A few 
days since three ironclads, which have been built for 
the Chinese Government at Stettin, arrived in Ply- 
mouth Sound, and considerable interest attached to 
their visit, seeing that they cost about a million and a 
half sterling. The turret ship, Chin Yuen, which is a 
vessel of 7,800 tons, is fitted with one large electric 
light in the forepart of the ship of 40,000 candle-power. 
The Ting Yuen is a sister ship to the Chin Yuen, and 
is fitted the same in every respect. The other vessel, 
the Tae Yuen, is of 3,200 tons, built of steel, and not 
armour clad. One mast is fitted with the electric light. 


The Leeds Coliseum Lighting.—This building, the 
near completion of which was signalised by the 
visit of the Prince of Wales a few days since, is 
well provided with the electric light. The contractors 
are Messrs. Cordner, Allen & Co., Limited, London. 
The system adopted is a combination of incandescent 
and arc lamps. The motive power is supplied by a 
25-horse (nominal) engine, and boiler, made by Messrs. 
Davey, Paxman & Co., Colchester, and the dynamos are 
of the latest type, constructed by Messrs. Mather and 
Platt, Manchester. For the lighting of the body of the 
hall seven arc lamps are used. These are suspended 
from the roof—three down the centre and two on each 
side. Eighteen incandescent lamps are placed in each 
of the two semi-circles forming the dress circle and 
the amphitheatre. In front of the panels at the back 
of the saloon or ground floor and in the dress circle are 
48 of these lamps. Each light is enclosed in a large 
opaque grape-shaped globe, which depends from orna- 
mental brass brackets. The vestibule is lighted by a 
fire-light electrolier or chandelier and two double wall 
brackets, incandescent lamps being employed. The 
passages, retiring-rooms and refreshment-rooms are 
lighted throughout with incandescent lamps. The in- 
stallation is so arranged that every other lamp is on an 
alternate circuit, and in the case of the failure of one 
of the two dynamos, the lamps on one circuit will 
supply ample illumination for all practical purposes. 


Electric Lighting on the“ Exmouth.“ —On Tuesday 
the Clerk to the City of London Union placed on the 
table the minutes of the Metropolitan Asylums Board 
for June 5th, 1885, and called attention to a letter from 
the Local Government Board, dated June 19th, con- 
senting to the managers entering into a contract with 
Messrs. Davy, Paxman & Co., of Colchester, to supply 
the necessary boiler and engine power for warming the 
baths and driving the dynamos for electric lighting, 
&c., at the training ship Exmouth, for the sum of £590, 
without requiring sealed tenders to be sent in.” Mr. 
Tattersall asked Mr. Dwarber how much electric light- 
ing had cost up to the present time, and how much 
more it was likely to cost. Mr. Dwarber replied that 
he was so disgusted with the whole matter of electric 
lighting that he had declined to give any information, 
even when he was in a position to do so, ne 
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Electric Light at the Mansion House. — Mr. George 
Offor, of the Consolidated Electric Company, writes as 
follows to the City Press of Wednesday :—“‘ Another 
failure of the electric light at the Mansion House’ is 
calculated to prejudice the public, unless it is explained 
that such failures can be absolutely prevented by the 
use of storage batteries, without which no system of 
incandescence lighting is perfect. All installations of 
importance are now being made with the aid of storage 
batteries. Among those successfully working in the 
City, I need only refer to the Bank of England, Penin- 
gular and Oriental Steam Navigation Company, Messrs. 
F. Huth & Co., Messrs. A. Gibbs & Sons, Messrs. Spink 
and Son, Messrs. Foster & Braithwaite, Messrs. Johnson, 
Matthey & Co., the Falstaff Restaurant, the Consoli- 
dated Electric Company’s offices and factory. This 
company tendered to light the Mansion House with 
520 lamps of 20 candle power, entirely from storage 
batteries, but I presume that the General Purposes 
Committee, in giving the contract to the Hammond 
Company for their system of direct running, were 
actuated solely by an apparent economy, sacrificing 
the most important element of thorough efficiency. In 
so important a public building as the Mansion House, 
the first consideration should be to obtain a light that 
can be depended upon for not going out just when 
most needed, and an artistic arrangement of the lamps 
is also very essential. When the Mansion House was 
first lighted it was with wretched arc lamps, in the 
style of a railway station or iron foundry, and the pre- 
sent display is far from suitable to the civic palace.” 


Temporary Electric Lighting.—At an “ At Home” 
given by Mr. Thos. Cordes, M.P., at Hill Street, 
Berkely Square, on the 9th inst., Messrs. A. R. Sennett 
and Co. temporarily installed the electric light, upwards 
of 100 lamps being employed. 


The Electric Lighting Act.— Mr. Warton in the 
House of Commons, asked the Secretary to the Board 
of Trade whether the Government intended to take 
into consideration the question of amending the Elec- 
tric Lighting Act, 1882. Baron H. De Worms said it 
was not intended to deal with the matter this session. 


The Electric Light, &c., in Russia—The Municipal 
Administration of Moscow is at present engaged upon 
the question of establishing an installation in the city, 
with the object of lighting and transmitting power 


therein. 


Electric Light in Collieries.—As a consequence of the 
recent disastrous explosion in the Clifton Colliery, we, 
Mechanica! World, are glad to note that voices have 
already been raised from more quarters than one to 
advocate the use of electricity in lighting our coal pits 
generally, and those in particular which are dangerous 
to life and limb, by reason of an excess either of gas or 
floating dust particles. Practically speaking, all these 
explosions, of what kind and amount soever, are due to 
the presence of a bare or partly exposed flame in the 
explosive mixture or atmosphere ; and the sole remedy 
against such frightful outbursts as have so often 
occurred is to enclose every part of the miners’ lights, 
80 that there may be no possible chance at any time or 
under any circumstances of even a spark being given 
out. This end is partly gained by the well-known 
safety lamps, which, however, by no means always 
deserve their name, and only obtain their good quality 
at the expense of much of their light. On both these 
points the use of electric glow lights is by far to be 
preferred to that of oil lamps, in any shape, since the 
former can be made to give any desired amount of 
light, and is, in addition, perfectly safe when due care 
has been exercised in its installation. When it can be 
used as cheaply as are the present class of lamps there 


Should be no doubt or hesitation in its general adoption 


throughout our collieries, 


Ship Lighting.— We note that Messrs. Weedon and 
Irish have secured an order for the electric lighting 
of the steamship Algoma, the last vessel launched 
by Messrs. J. L. Thompson and Sons. 


Theatre Lighting.—The electric light at the Prince’s 
Theatre has now been extended to the stage, but is 
used there only in the third act of the “Great Pink 
Pearl.“ i> 


A Telephone arr 1 Appeal.—Messrs. C. Godwin and 
J. F. Fry have given their decision in a most important 
appeal by the Bristol and South Wales District Tele- 
phone Company against the rating of their property by 
the Incorporation of the Poor. Before the decision of 
the magistrates was read Mr. Fry said that there were 
many novel points in the case, to which they had con- 
sequently given a great deal of time and consideration. 
Their decision was to the effect that they were of 
opinion that the ratable value of the property to be 
assessed was not affected by the royalty payable to the 
Postmaster-General, such payment being analogous to 
ground rent, or, perhaps, more in the nature of a license 
enhancing the value of the undertaking, as in the case 
of a license for the sale of intoxicating liquor improving 
the value of the premises to which such license is 
attached. With regard to the annual sum paid to the 
United Telephone Company for the telephone instru- 
ments—which they considered purely personal chattels, 
and as such not ratable—such sum included the actual 
cost of making the instruments, as well as a charge for 
the patentee’s remuneration for the privilege of using 
them. Therefore the Bench held that the appellants 
should be allowed to deduct such a sum as would bp 
equivalent to the interest which they would have been 
allowed as a deduction had capital been invested in the 
purchase of the instruments. So far as they had been 
able to ascertain from the materials before them they 
thought that £2,000 would be a fair sum to represent 
the cost of acquiring such instruments as the absolute 
property of the appellant company. There would be 
allowed 5 per cent., as if on borrowed capital, and 
10 per cent. to represent tenants on the following items : 
working capital (which they now estimated at £1,000, 


so as to make the deduction of 15 per cent., £150 the 


sum arranged during the argument) £1,000: present 
rate of batteries, £1,000 ; estimated value of telephones, 
£2,000 ; total £4,000, thereby making at 15 per cent. a 
deduction of £600 off the gross receipts. They con- 
sidered that a large sum should be deducted from what 
had been termed “ reproduction,” as it had been shown 
that the wires rapidly deteriorated in some parts of the 
city and required frequent renewal. They fixed that 
item at £790, or about 10 per cent. of the present cost 
of wires and batteries, and about 5 per cent. of the cost 
of the poles. The result of these figures would be as 
follows :—Gross rental, or receipts, £4,425; less 
management expenses, &c., £1,936, leaving £2,489, as 
to which figure the contending parties did not differ. 
Then deduct, say, 10 per cent. for wires and batteries, 
and 5 per cent. on poles, E790; rates and taxes (not in- 
cluding income tax), £337 ; interest, at 5 per cent. and 
10 per cent. to represent tenant’s profit, on working 
capital, present value of batteries and estimated value 
of instruments, E600; which reduces the total to £862, 
applying which figures to the earnings in the district 
for which the respondents are the rating authorities 
and the district of the appellant company’s working 
(which is alleged to be in the proportion of 82 to 100, 
or ‘82) they should be able to apportion the ratable 
value by calculation, and taking that of the “ancient 
city“ at 82 it would amount to about £707. Conse- 
quently their decision was that the ratable value must 
be reduced from £1,538 to £707 per annum. 


The Reduction of Telephone Rates.—A deputation of 
subscribers to the Lancashire and Cheshire Telephone 
Company, Limited, waited upon the directors of the 
company in Manchester last week for the purpose of 
urging upon them the necessity for a reduction in the 
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exchange rental rate. The deputation was received by 
Mr. C. Moseley, chairman of the directors, who referred 
to the prices paid for exchange connections at Dundee, 
Newcastle-on-Tyne and Hull, and argued that although 
his company could not lower their rates so far as the 
local company in Dundee, which was in a very advan- 
tageous position, owing to its use of instruments on 
which no royalty had to be paid, still as regarded the 
other towns named the rates in Manchester were not 
really higher. His company had always had before 
them the importance of rendering their service as 
pular as possible by reducing the rates to the very 
owest point ; but the directors did not feel that they 
could make any further reduction. At the same time, 
they recognised the importance of meeting the difficulty 
in some way, if practicable, and they had at the present 
time under consideration what they might term a new 
multiple subscription system, by means of which a 
number of gentlemen might be on the same wire, and 
yet be able to actuate from their own office the absolute 
control of the single wire. Before they laid this before 
the public they were desirous of making a fair test of 
it, and, if the result was what at present it promised to 
be, they might be able to see their way, by actual re- 
duction in the cost of manipulation, to offer under cer- 
tain conditions a reduced rate to subscribers. Under 
existing arrangements, however, it was not possible to 
reduce the rate below £20. 


The Telephone in Devonshire.—Active canvassing 
is being carried on in Torquay with the view of open- 
ing a telephone exchange. The results so far are said 
to be encouraging, and it is expected by the representa- 


tives of the Western Counties Telephone Company that 


an exchange in the charming Devonshire sea-side resort 
will soon be an accomplished fact. 


Telephonic.—Last week National Telephone work- 
men were busily engaged erecting a line for the 
Greenock Water Trust from the Municipal Buildings 
to Overtown and Loch Thow, to replace the one 
presently worked with A.B.C. apparatus, and main- 
tained by the Post Office. The Greenock Foundry 
Company has discarded the A.B.C., and adapted the 
telephone. The principal firms in Greenock have row 
telephone facilities. 


Long Distance Telephony.—On Saturday, the 27th 
June, the Telephone Company of Egypt, by permis- 
sion of the Eastern Telegraph Company, had a trial of 
long distance speaking instruments between Cairo and 
Alexandria, a distance of 135 miles. The result was in 
the words of the manager, Mr. Evans, “ Very satisfac- 
tory, far surpassing any previous trials ; the magneto 
bell rang well between the two places, and the speak- 
ing was clear and distinct.” The instruments used 
were a pair of the Consolidated Telephone Construction 
and Maintenance Company’s long distance speaking 
transmitters, with magneto combination and bell re- 
ceiver, sent out by that company specially for trial in 
Egypt. | 


Cheap Telegrams.—The Economist cannot under- 
stand the position which Lord John Manners has taken 
up with regard to cheap telegrams. Parliament has 
decided that a reduction in the rates for telegrams shall 
be made on the 1st of August next, and in order that 
its resolution might be carried into effect, it voted the 
expenditure of half a million of money. This money 
has been spent, and the late Postmaster-General was 
prepared to reduce the rates on the date appointed. 
Now, however, that Lord John Manners has assumed 
the direction of the department, he wishes to deny the 
public the advantage for which they have paid. He 
does not like that portion of Mr. Shaw-Lefevre’s 
scheme which proposes to charge for addresses, and he 
is — gen unable to formulate any alternative pro- 
posal. : 


À 


Greenock Telegraphic Facilities.—The annual report 
of the Greenock Chamber of Commerce and Manufac- 
tures, submitted last week, contained the following 

hs :— 

* Telegraphic Facilities—Your directors have con- 
tinued to urge the Post Office Department to provide 
additional outlets for Greenock telegraphic business, 
and a deputation, consisting of your Chairman, Mr, 
ar pe M.P., Mr. C. H. Curtis, and Mr. Robert 

err, had an interview with Mr. Patey, the Secretary 
of the Telegraphic Department of the General Post 
Office, in February last, and pressed the views of the 
Chamber. Mr. Sutherland has since been in com- 
munication with Mr. Patey, but your directors regret 
to state that the Department have intimated that they 
do not see their way to provide an additional outlet for 
Greenock in the meantime, on the ground that the 
business will not justify the outlay. A complete 
return, showing the extent of the Greenock telegraphic 
business passing through the Glasgow Post Office, has 
been promised by the Department; and after this 
return has been received your directors will be better 
able to deal with the question. The attention of your 
directors has been called to the charge made by the 
Greenock Post Office for delivering telegrams at the 
east end of the town. This, with other postal and 
telegraphic questions, is receiving attention. 

“ Sixpenny Telegrams.—A Bill to provide for the 
introduction of sixpenny telegrams was some time ago 
introduced into the House of Commons by Mr. Shaw- 
Lefevre, the late Postmaster-General. Your directors, 
while approving of the main objects of the Bill, did 
not agree with the proposal to do away entirely with 
the system of free addresses, and they have therefore 
petitioned the House to retain the system of free 
addresses in a modified form. They further wrote to 
Mr. Lefevre, suggesting that five- words in the address 
might be allowed to pass free of charge, and they also 
urged that the fee of £1 1s. charged for the registration 
of telegraphic addresses should be considerably re- 
duced; another point referred to in your directors’ 
communication has been satisfactorily disposed of, the 
Post Office Department having announced that in the 
case of inland telegrams, figures, not exceeding five in 
number would in future be counted as one word, and 
that the names of towns, although composed of more 
than one word, would also be allowed to pass as one 
word.” 


Sixpenny Telegrams,—At a meeting of the Glasgow 
Chamber of Commerce on Monday, Mr. Stephen Mason 


said he wished the directors to consider the propriety 


of drawing the attention of the new Government to the 
fact that they would be much disappointed if the Six- 
penny Telegram Bill was not passed into law during 
the present session of Parliament. There was no con- 
tentious matter in the Bill, except that Lord John 
Manners, as representing a portion of his own party, 
contended for free addresses. Mr. Mitchell had no 
doubt of the utility of the measure, but he doubted 
whether it would be wise to approach the Government 
after the distinct statement that they were not going to 
proceed with the Bill. Mr. Mason said Lord John 
Manners had qualified the statement in his original 
speech, by saying that the Bill was still before Parlia- 
ment. If adequate pressure were brought to bear 
on the Government the measure might yet be passed. 
Mr. Anthony Hannay, Mr. James Campbell, and Mr. 
M‘Laren seconded the proposal of Mr. Mason, and ulti- 
mately it was agreed to transmit to the Government a 
copy of the memorial sent to the late Government. 


Forgery of a Telegram.—Lilian Roberts, the Leeds 
schoolgirl who was arrested on a charge of forging 
a telegram from the Chief Constable of Leeds autho- 
rising the release of a man arrested in Austria, has 
been discharged from custody. The girl’s mother, who 
knew the man, wrote out the telegram, which was 
acted upon by the Austrian police, and their prisoner 
has not yet been recaptured. 
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The International Telegraph Conference.—A tele- 

m from Rio Janeiroannounces that Senhor Capanema 
has left for London, on his way to Berlin, where he 
will represent Brazil at the International Telegraph 
Conference, which will meet on August 10th. 


A New Telegraphic Signal Station.—A Lloyd's 
signal station is about to be established at Anaga Point, 
on the Island of Teneriffe. The station will be in 
telegraphic communication with this country by means 
of the cable recently laid connecting Teneriffe with 
Cadiz. 


The Telegraph Acts Amendment Bill.—The Com- 
mittee on the Telegraph Acts Amendment Bill, pre- 
pared by the late Government, has been postponed 
until Monday next. 


A New Cable.—The laying of a new telegraph cable 
between Aberdeen and the Shetland Islands was com- 
pleted on Tuesday by the cable ship Monarch. The 
cable will be of great value in the development of the 
herring fishing industry, in which fast steamers are 
now employed. | 


Cable Data.—The article to which Messrs. Siemens 
Bros., in our correspondence columns, refer, was origin- 
ally published in the Electrical Engineer, as stated by 
us at the time of its appearance in our pages. 


Electrically Illuminated War Balloons.—A series 
of experiments to show the practicability of flashing 
war signals at night by means of an electrically illumi- 
nated balloon, the invention of Eric S. Bruce, Esq., M. A., 
Oxon., will commence next Monday evening at the 
Albert Palace, under the personal superintendence of 
the inventor, who, after giving a short lecture, accom- 
panied by interesting explanatory experiments in the 
concert room of the building, will, by the aid of a 
captive balloon of some four thousand feet capacity, 
show the utility of his invention in the grounds. The 
balloon will ascend to an altitude of five hundred feet, 
and on a clear night should be visible fifteen or twenty 
miles away. Mr. Bruce’s invention has excited 
much interest among the military authorities, many of 
whom will be present at the initial ascent. 


Scientific Evidence.—Probably one out-come of the 
telephonic litigation now going on in London will be 
the true meaning of the word “diaphragm,” as em- 
bodied in the Edison specification. Since the existence 
of the telephone, the definition of the thing which 
divides something from something else has been much 


À the movable do in the tonic sol fa system, very 
shifty. 


Business Extensions, — The Kinetic Engineering 

ompany has removed from Brooke Street, Holborn, 
to more convenient premises at 89, St. Martin’s Lane. 

Mr. H. Thorpe, of 59, Theobald’s Road, has found it 
necessary to take premises at 34, Eagle Street, Red 
Lion Square, as a manufactory, continuing his office 
and warehouse, however, at the old address. 


_ Lightning Conductors.—At the last monthly meet- 
ing of the Glasgow Architectural Association, a paper 
on “ Lightning Conductors” was read by Mr. James A. 
Walker (of Messrs. Wm. Bryden and Son). Copper as 
the material of the “tape” or “ribbon” section, having 
overlap and riveted joints rather than the butt ends 
enclosed in a mass of solder, was preferred by the 
author. Insulation he condemned, and its continuance 
at Government powder works a thing to be wondered 
at, Considering the low cost of their application, 
lightning conductors were, Mr. Walker thought, too 
sparingly employed; when employed, however, the 
necessity of periodical testing was insisted upon. 


The Lancashire Maxim-Weston Electric Company, 
Limited.—The liquidators of the affairs of this com- 
pany in a circular say that: “Having now got in 
sufficient of the assets of the company to enable us to 
pay a dividend of 3s. in the pound to the creditors, we 
beg to give you notice that such dividend is now pay- 
able.” Also they say that “they hope shortly to be 
able to pay a small further dividend and to wind up 
the liquidation.” This result is certainly a wretche 
one for the creditors, and a detailed statement of the 
whole financial history of this company would, we 
think, be very interesting. Admiral Inglefield having 
been a director of both this and the parent company, 
would probably be in the best position for the task. 
By the way, is it a fact that this gentleman and 
another of the directors claimed from the liquidators 
300 guineas each for attendances ? ' 


Meardi’s Ampéremeter, — The mercurial ampére- 
meter of M. P. Meardi has been anticipated by a much 
simpler arrangement invented by Mr. Millar of the 
Gérard Company, in which an iron core floating on 
mercury produces a displacement of coloured liquid in 
a tube, the whole being in one straight line. 


The Distribution of Electrical Energy.—Messrs. 
Paris and Scott, of Norwich, have now in practical 
operation a system of electrical distribution. Their 
converter has an armature wound for high tension and 
low tension, and has, of course, two commutators. The 
high tension current drives the armature, the low 
tension side giving off the lighting current. By this 
means they are lighting some flour mills, where 45—50 
volt. 20 C. P. lamps are fitted, the conductor between 
dynamo and converter being of No. 14 B.W.G. phosphor 
bronze wire; the distance the wire runs is about a 
mile. An eminent electrician is, we understand, about 
making measurements and tests as to the efficiency of 
the system. It is evident, however, that the loss in 
transformation must be much higher than that oc- 
casioned in the method adopted by Gaulard and Gibbs, 
and, in addition to this, the scheme has been before pro- 
posed if not actually carried out to a practical issue. 


The Electrical Transmission of Power.—The dy- 
namo machines intended for the next experiments at 
Creil are constructed by Messrs. Mignon and Rouart, 
and the bobbins by the firm of Breguet. M. Marcel 
Deprez was too sanguine in his first experiments with 
dynamos of the Gramme type. Will he be more for- 
tunate in this fresh attempt? We would greatly 
desire to believe so, but the general impression is that 
we are now looking upon a retreat in good order. 
Furthermore, we begin to know what to think of this 
supposed industrial revolution which electrical trans- 
mission of power should bring us. The example of 
the hydraulic establishments at Bellegarde will suffice 
to put us on our guard against dangerous illusions. 
There we have had, for the past 30 years, a hydraulic 
power of 10,000 H.P., which still waits development ; at 
present there is 1,900 H. P. disposable, of which less than 
half has been utilised. They have not dared to erect 
the turbines for another 1,900 H.P., and for the 6,200 
remaining they have not even constructed the build- 
ings necessary for their utilisation. Who would give 
more for electricity ? We do not see, and we have no 
reason to suppose that the experimenters of Creil can 
succeed better than the creators of the establishments 
at Bellegarde.— Bulletin Inter. des Telephones. 


The United Telephone Company v. Bassano,—Our 
report of this trial, which is now proceeding, will be 
perused with avidity by those of our readers who are 
in any way interested in telephonic matters. The 
matter at issue differs in several respects from the 
points involved in previous suits. 


The Applications of Electricity—We would call 
particular attention to the article, in our present issue, 
dealing with an application of electricity to mining 
purposes for the prevention of explosions. 


—— 
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Fatalities from Lightning Strokes.—Daring the past 
50 years it is said that 2,500 persons have been annually 
struck by lightning in France, the fatalities amounting 
to four per cent. as a yearly average. 


Electrical Engineering at University College.— The 
Council of this College have instituted a Professorship 
of Electrical Engineering and have appointed Dr. J. A. 
Fleming thereto. Dr. J. A. Fleming retains his con- 
nection as advising electrician with the Edison and 
Swan Electric Light Company. Courses of lectures 
and demonstrations will commence in October. 


Electrically Propelled Cars.—Thomas A. Edison 
and Stephen D. Field have pooled their patents on 
appliances for electric motors. According to our 
trans-Atlantic namesake, Mr. Field said, recently : 
„Within two months the electric motors will be as 
complete a success on the elevated railroad in New York 
as horse cars are on Broadway. We are now laying rails 
for electricity between the tracks of the Second Avenue 
Elevated Railroad from Chatham Square to Harlem, 
and if we cannot run over the whole line, I am willing 
to acknowledge the thing a failure. Our trial 
proved that not half enough has been claimed for 
the electric motor. All electricians who have seen 
the motor work declare the problem solved, 80 
far as the electrical part is concerned.” We 
suppose that after the electrical propulsion of pas- 
senger cars has been successfully established in 
America for a few years, capitalists will be found in 
this country to pluck up enough courage to do some- 
thing of a practical nature at home. Unfortunately, 
the English nation is generally behind others in the 
development of anything new and startling. 


NEW COMPANY REGISTERED. 


Electrical Navigation Company, Limited.—Capital 
£40,000, in £1 shares. Objects: To adopt an agree- 
ment of 3rd inst. between Anthony Reckenzaun and 
Edgar Fairweather, relating to the sale and purchase of 
certain patent rights for inventions and electro-motors, 
or dynamo and electrical machines for propulsion of 
marine and other vessels. Signatories: J. W. Weight, 
2, Copthall Buildings, 10 shares ; F. Hicks, 2, Cornwall 
Terrace, Regent’s Park, 100 shares; Admiral Sir 
George King, K.C.B., 1, Halkin Street, West, S.W., 50 
shares; G. N. Duck, Royal Thames Yacht Club, 50 
shares ; T. Lloyd, 40, Hogarth Road, South Kensington, 
1 share; W. Agnew Pope, Bolton Gardens, South 
Kensington, 50 shares; Gustav Binswanger (electri- 
cian), 29, Aldermanbury, 50 shares. The signatories 
are to appoint the first directors, and are empowered to 
act as directors ad interim. Qualification : 50 shares. 
Until otherwise determined by the company in general 
meeting, the remuneration of the board will be £250 
per annum, and a further sum equal to 10 per cent. of 
the surplus net profits remaining after payment of 7 
per cent. per annum dividend. Registered 13th inst. 
by Messrs. Alsop, Mann & Co., 23, Great Marlborough 
Street, W. Registered office, 6, Arthur Street East, 
London Bridge, E.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Anglo-Continental Telephone Company, Limited.— 
At an extraordinary general meeting of the share- 
holders in this company, held on the 11th ult. at the 
offices of Messrs. Fox and Greig, 22, Austin Friars, it 
was resolved to wind up voluntarily, and Mr. James 
Gordon Greig was appointed liquidator. The share- 
holders also approved the resolution of the board of 


directors for the distribution among the debenture 
holders and creditors of the company of the shares of 
the Societa Telephonica dell’ Italia Centrale,” with the 
dividend now payable thereon, received by the com- 
pany from Mr. Charles Cheston, in pursuance of his 
agreement with the company. These resolutions were 
confirmed on the 2nd inst., and filed 11th inst. 

Telephone Company of Austria, Limited.—An agree- 
ment dated 6th inst. (filed on the 10th inst.), provides 
for the issue of 10 fully paid shares to each of certain 
subscribers of £100 in the 5 per cent. mortgage deben- 
ture bonds of the company. 


Railway and Domestic Electric Lighting Company, 
Limited.—The registered office of this company, 
formerly at 28, York Street, Westminster, is now 
situated at 6, Great St. Helen’s, E.C. | 


Anglo-American Brush Electric Light Corporation, 
Limited,—An agreement, dated 7th July, provides for 
the allotment of fully paid shares in pursuance of three 
agreements, dated respectively 28th November, 28th 
November, and 29th November. The agreement is 
between the company of the first part, the Great 
Western Company of the second part, the liquidators 
of the Great Western of the third part, the Brush 
Midland Company of the fourth part, and the liqui- 
dator of the Midland of the fifth part. . 


CITY NOTES, REPORTS, MEETINGS, &c. 


The Eastern Telegraph Company. 


Mr. Joux PEenper, M.P., presided on Thursday, at the 26th half- 
yearly ordinary general meeting of this company, at Cannon 
Street Hotel. 

Mr. Geo. Draper, secretary, having read the notice convening 
the meeting, and also the minutes of the previous meeting, 

The Chairman said: Gentlemen, you have had the report for 
some time before you, and I presume you will take it as read? 
Before moving the resolution for the adoption of the report, I 
shal] make a few remarks, as I generally do on these occasions, 
although the report gives you so many details. The revenue for 
the six months ending March 31st, 1885, amounted [to £371,682 
against £345,156 in the corresponding period of last year. The 
increase was no doubt owing to the large number of Press and 
Government telegrams sent in consequence of the military 
operations going on in Egypt, China and other places. The total 
working expenses amounted to £91,599 against £90,482 in the 
corresponding period of 1884, an increase of £1,117. The principal 
items showing the increase and decrease were :—£1,085 decrease 
in London; an increase of the working expenses of stations 
of £2,959 ; and the details of the increase occur under the head 
of salaries and wages at the stations, and other matters. During 
the last six months four new stations have been opened—at Perim, 
Patras, Pireus and Katocolo. There is also a full six months’ 
charge for the working of the Souakim station against only four 
months in the same period of 1884. The repairs and renewals of 
furniture, &c., at the stations show an increase of £961. Wehave 
been obliged to take larger offices at Gibraltar, where we have a 
very fine office now. We make Gibraltar to some extent a station 
for perfecting our young operators in the work which they are re- 
283 to perform at the different stations in the Levant or in the 

ar East, if necessary. There are also several other amounts in 
connection with the different stations which make up the expendi- 
ture I have named; among them “ repairs to stations,“ principally 
in connection with Gibraltar. Medical attendance shows an in- 
crease of £54; and then there was an increase for rations, &c., at 
Souakim, where food during the war was very scarce, and it was 
absolutely necessary that our young people, if they were to perform 
the extra work required of them, in a proper manner, should be well 
fed and kept in a good state of bodily health. In these days of 
electricity, we have taken advantage of the inventions, and have 
introduced the electric light into our station in London. That 
has cost £362; but we find that where headwork is so absolutely 
necessary, as in our operations, that it is desirable in small rooms 
that we should have the air kept as clear and pure as possible; 
and we are able to work more efficiently with the electric light 
than by gas. We lose no opportunity of making the surroundings 
of those who carry on our work as healthy as possible. On the 
other hand, there were some decreases ; amongst them rent, fuel, 
and light, £175; expenses of land lines, £1,002; stationery and 
printing, £184. The charges for the use of patents are the same 
as hitherto. But I am glad to tell you that at about this period, 
if the time has not already expired, the patent rights of certain 
patents that we have been using, such as the recorder and the 
mirror, and other inventions of Sir William Thomson, for which 
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he has been receiving for 14 years a very handsome income— 
these patents are about to expire ; that will amount to something 
like £3,000. While parting with these patents, I may say that we 
owed a great debt of gratitude, and the world owes to Sir William 
Thomson for these inventions—a lasting debt—because he has 
enabled submarine telegraphy to be carried to a point which I 
believe would not have been possible without these valuable 
inventions. Had the mirror not been invented by Sir William 
Thomson, then we might be in darkness still, so far as the efficient 
commercial working of the system of submarine tel hy is con- 
cerned, and I cannot speak too highly of the benefits that we 
have derived from his great and grand intellect. And there are 
other items here. There is one very important question, and that 
is the expenses attending repairs and renewals of cables. The 
amount expended in the last six months under this head has been 
£44,815, against £37,113; an increase of £7,702. And, indeed, 
the question of repairs has always been an important one; and as 
our cables are naturally growing older, it must become still more 
serious. But we have endeavoured, in the conduct of this busi- 
ness, to maintain our system in as efficient a manner as possible. 
We have duplicated a very large extent of our system, and we 
have done a great deal of that duplication and all repairs out of 
revenue. That places us at the present time with an efficient 
system; but, at the same time, a system that requires not only 
constant care and attention, but which requires additional ships 
so as to enable us to have those ships placed at proper stations, 
and so as to be able to avail ourselves immediately of them to 
effect any repair, because, as you know, we depend for our income 
upon the efficient maintenance of our system, and we have to 
maintain that system what I may call consecutively; that 
is, without any interruptions of the traffic. We find sub- 
marine telegraphy a steadily growing system, always grow- 
ing more rapidly in times of good trade, or in times of 
any disturbance by war or scares, so that we, to meet these re- 
uirements, must not only have our system efficient in the way of 
duplication and triplication, but must always have efficient shi 
on the spot to do the work of repairing which is necessary. It 
will be seen, on reference to the full details of abstract B of the 
report, that the work done by our ships has been very great, but 
notwithstanding the necessary repairs, we are able to pay a divi- 
dend for the year ending 3lst March last of 6 per cent. on the 
ordinary shares, and carry forward £100,000 to the reserve fund, 
against £65,000 in the corresponding period of 1884. We have 
written off this fund a discount and issue of 4 per cent. mortgage 
debenture stock. We thought that should be written off at once. 
The general reserve fund now amounts to £397,000; the total re- 
serve fund, including the Sardinian and other cables, is £431,705. 
Since the year 1877, inclusive, we have taken £442,012 to main- 
tain our system. If we had kept that the reserve fund to-day 
would have been—instead of £431,000—nearly £900,000, but we 
think we have done wisely in the course we have pursued. It has 
enabled us to increase our traffic, and maintain our dividends not- 
withstanding, as we now announce to you to-day. I referred, at 
a previous meeting, to the fact that some of our cables were 
getting old, and during active times it would be absolutely neces- 
sary that we should maintain our system in a thoroughly efficient 
manner. Three months ago, you are aware, there was an im- 
portant scare, which, I believe, involved the late Government in 
an enormous expenditure. That was supposed to subside, and we 
were getting into smoother water again. But only yesterday we 
had another scare which made a very serious effect upon the 
stocks in the London market; and, however far that scare 
might have been justified, the popular opinion seemed to be 
on the side of the statement having been a correct one. It is not 
my business here to give any opinion on the politics of the day ; 
but upon this we are all agreed, that it is necessary for us to be 
prepared for scares of that kind, come when they may, that we 
should have our system such as to meet the requirements of the 
Government, and at the same time add to our income by taking 
advantage of those scares. We have now a duplicated system 
between Land’s End and Malta, and Lisbon and Gibraltar, and 
Gibraltar and Malta; and our income during the past year has 
come rather out of the scares I have alluded to, than out of 
legitimate traffic, which has not been so great as usual. What 
we contemplate now is to triplicate our line to Malta, and in that 
case we shall consider ourselves in a sound and safe position. I 
think that will cost £300,000, and I think we can do that, partly 
from reserve and partly from other sources. It will make our 
resent position more stable and more permanent, and I think we 
better continue to pay our present dividend for a time than 
to pay you 7 or 8 per cent. to-day, and only 4 or 5 per cent. 
next year. We think it desirable to put this before 
you as our policy—we have a definite policy — because 
we wish to enlist your sympathy and support in carrying out the 
work. This triplicating has become almost a necessity to meet 
the emergency of breakages. I have never said anything to you 
about our breakages, but at the present time we have a cable 
broken between Gibraltar and Lisbon, another between Suez and 
Suakim, another between Suakim and Perim, another between 
Bombay and Aden, and a direct Porthcurno-Lisbon cable ; but we 
have our whole business so thoroughly in hand, and our steam- 
ship arrangements are so efficient, that we are very promptly 
able to carry out repairs, and such are our arrangements that our 
work goes on almost without any interruption at all. I may sa 
we have just closed a satisfactory arrangement with the Greek 
Government, who, probably, are more in advance than any other 
nation in establishing submarine telegraphy. They considered it 
necessary, and have just closed with us an arrangement for 34 


years by which we shall receive 26,500 annum over 447 
miles. A good deal of that cable is such as we have taken 
up in the course of our repairs and have renovated, and 
can apply it without saddling the company with great cost. 
We hope to make arrangements with Turkey for carrying a sub- 
marine system for them to their ports in the Red Sea. The 
Government of Portugal has invited tenders for a cable to the 
West Coast of Africa, and England has been obliged to follow suit, 
and I hope we shall be able to report shortly that we have made 
arrangements with the English Government, and that we have 
carried a cable from St. Vincent to our settlements on the West 
Coast of Africa. The Cape Colony offer a subsidy ; but that sub- 
sidy is not = to bring about an extension of the cable which 
will be laid. Every year since the line was established between 
Zanzibar and Mozambique, we have had some interruption, gene- 
rally about the same time and in the same place. Now the result of 
investigation has shown us that this breakage has occurred from the 
rush of water from two rivers in the vicinity; that the rush of the 
water has undermined the land upon which the cable was lying, 
at the bottom of the sea, and so the cable was broken, and always, 
too, when these rivers were in flood. We have, therefore, now dupli- 
cated our cable to satisfy the public of the Cape, to satisfy the 
telegraphing 3 enerally; for when we considered their inter- 
ests we thought it almost our first duty to secure for them such a 
traffic as will secure for us their confidence and their support. 
That will cost the South African Company — — 0 
which will be paid out of reserve. I mention this we are 
really the interested parties; and so it is with all our colonies. 
They are greatly interested in all that occurs in England, and any 
gare only increases their desire for news by telegraph con- 
cerning affairs in the old country. This shows that there is a 
good fleld of enterprise in the colonies. Mr. Pender, in conclusion, 
referred to the coming annual international conference at Berlin, on 
the subject of submarine telegraphy, and said he hoped that they 
— be fairly dealt with when the matter of. the 12 
of land lines and the submarine system was consid The land 
line system—the system of Germany—did not connect them with 
the world at large ; they were the parties who did that, and were 
entitled to the confidence of the conference. If they did not 
get all their own way through their representative at that 
conference, it was nevertheless necessary that they should 
duplicate their system; for if they were to carry more 
mes , and at a reduced rate, they must have more cables. 
Mr. Pender then moved the followi resolution :—‘ That 
the printed report and accounts of the directors to the 
31st March, 1885, submitted to this meeting, be and they are here- 
by received and adopted; that a dividend on the preference shares 
of the company to the 30th June, 1885, at the rate of 6 per cent. 
per annum be paid, less income tax ; and that, in accordance with 
the directors’ rec endation, a dividend be and is now declared 
of 2s. 6d. per share, with a bonus of Is. per share, both free of 
income tax, on the ordinary shares of the company, making, with 
previous payments, by way of dividend on account, a total pay- 
ment of 6 per cent. on these shares for the year ended 31st 
March, 1885.“ 

The Marquis of Tweeddale (vice-chairman) seconded the motion, 
which was agreed to; and with a vote of thanks to the chairman 
the proceedings closed. 


The Direct United States Cable Company, Limited. 


THE wees of the directors for the six months ending 30th June 
is as under :— 

With this report the directors submit the usual statement of 
account for the half year ending 30th June, 1885, which, with the 
half year’s accounts to 3lst December last, presented at the ordi- 
nary general meeting on the 5th February last, show the financial 
result of the eighth year’s working of the company. 

The revenue for the half year, after deducting out-payments, 
amounted to £36,106 1s. 1d. against £68,573 8s. 11d. (after similar 
deductions) for the corresponding period of 1884, being a difference 
of £32,467 7s. 10d. against the half year under review, owing to 
the operation of the reduced tariff mentioned in the last report. 


The working and other expenses for the same period, including: 


income tax, but exclusive of cost of repairs of cable, amounted to 
£17,206 15s. 11d., leaving a balance of £18,899 5s. 2d. as the net 
profit of the half year, making, with £17,251 2s. 11d. breught 
forward from the previous half year, a total of £367,150 8s. 1d. 

Two quarterly interim dividends of 1} per cent. each, and 
one quarterly dividend of 4 per cent. together amounting to 
£39,461 10s., have been declared and paid at the usual times 
during the financial year, and a final dividend of 3s. per share is 
now proposed, making, with the three interim dividends, 4 per cent. 
for the year, being a total distribution of £48,568. 

The appropriation of the above balance of £36,150 8s. 1d. on 
the revenue account is thus shown :— 


Interim dividend for the quarter ending 


81st March, 1885... 9,106 10 0 
Final dividend now proposed __.... ** 9,106 10 0 
Carried to the reserve fund (thereby in- 

creasing it to 2310, 000) … À 
Carried forward to next account ... „% PRIS 10 7 

£36,150 8 1 


A break occurred in our main section of cable on the 27th 


| January last, and was promptly repaired on the 17th February, 
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the cost of the repair, £2,857 18s. 9d., has been charged against 
the reserve fund. 
Our short section of cable is at present interrupted, but the 


‘ interruption does not affect the working of the traffic, which 


es by the alternative land line between Torbay and New York. 
The repair will be made as soon as possible. 


Montevidean and Brazilian Telegraph.—A meeting 
was held on the 10th instant, when resolutions were submitted to 
wind up the Company voluntarliy, and to appoint Mr. James 
Fraser, the secretary, 2, Tokenhouse Buildings, E.C., the liquida- 
tor. The liquidator is to be authorised to sell the undertaking, 
property, and assets to the Western and Brazilian Telegrap 
Company, in consideration for 2,972 fully paid-up shares of £15 
each in that company (being in the proportion of one share of the 
Western Company for every three shares in the company), the 
Western Company also undertaking to pay off at par, with 
interest from the 30th June, 1885, the existing debenture debt of 
the company, amounting to £12,380. 


Direct United States Cable.—A dividend of 3s. per 
share, free of income-tax, is recommended for payment on the 
25th July, making, with the interim dividend already paid, 4 per 
cent. for the year ended 30th June, 1885. £7,204 has been added 
to the reserve fund, making it up to £310,000, and £10,734 will be 
carried forward. 


Eastern and South African Telegraph.—The coupons 
due Ist July, on the 5 per cent. mortgage debentures, are payable 
at the banking-house of Messrs. Barclay, Bevan & Co., 54, Lom- 
bard Street, E.C. 


Globe Telegraph and Trust.—a dividend of 3s. per 
share on the ordinary shares has been declared, payable on the 


28th instant, making 44 per cent. for the year, and £1,792 has been 
carried forward. 


West Coast of America Telegraph.—The coupons due 
on the 30th of June on the debentures are payable at the office of 
Messrs. Barclay, Bevan & Co., 54, Lombard Street, E.C. 


The Telegraph Construction and Maintenance Com- 
pany, Limited, announce that the transfer books will be closed 
from the 13th to the 21st inst. inclusive, preparatory to the pay- 
ment of an ad interim dividend of 12s. per share. 


—— 


TRAFFIC RECETPTS. 


The Western and Brazilian Telegraph Company, Limited, The receipts for the week 
ending ers! 10th, were £2,459, after deducting the fifth of the gross receipts 
payable to the London Platino-Brazilian Telegraph Company, Limited. 


LEGAL. 


Exchange Telegraph Company, Limited, v. Cohen, 
This was an action brought by the plaintiff company, of Corn- 
hill, to recover £14 8s. 9d., as the subscription alleged to be due 
for the use of their telegraphic instrument between January Ist 
and June 30th, from the defendant, Mr. Isaac Cohen, of 83, White- 
chapel Road. It appeared that in February, 1884, the defendant, 
who was stated to be the proprietor of a social club known as the 
Sussex Club, was desirous of having an instrument to wind off on 
paper tapes news and information which is supplied by various 
news companies. Accordingly, on February 29th, 1884, an agree- 
ment was entered into between the defendant and the plaintiffs 
that they should supply an instrument which commenced to work 
on March 25th. The terms were 40 guineas per year for its use, 
to be paid in two instalments. The defendant paid altogether 
£21. It appeared that he had another instrument in the club, 
which had been placed there by the Electric News Company. The 
defendant paid them 25 guineas for its use up to June of this 
year. That company went into liquidation, and the plaintiff com- 
pany bought the business, the defendant being one of the sub- 
scribers. The plaintiffs then contended that at an interview with 
the defendant it was agreed that he (the defendant) should have 
credit for £19 13s. 9d., the proportionate part which he had paid 
in advance to the Electric News Company, if he would pay the 
balance of £14 8s. 9d. due, which was sued for. To this the plain- 
tiffs said the defendant agreed, but the defendant on the other 
hand denied that any specific sum was mentioned. Capt. Davies, 
the managing director, threatened to cut off the communication if 
the money was not paid. Mr. Cohen, the defendant, said he would 
pay anything reasonable and just and right, but this was not just. 
Mr. Joseph Lyons, son-in-law of the defendant and manager of 
the club, corroborated the last witness in saying that no agree- 
ment was come to at the interview. They tried to settle the 
matter amicably. Both the defendant and Capt. Davies, upon 
leaving, said they would consider the matter. Nothing definite 
was arrived at, and certainly not to pay £14 odd. The learned 
Judge summed up, and the jury, after a very short deliberation, 
found for the defendant. Costs were allowed. 


NEW PATENTS—1885. 


8258. Electric indicator and alarm to be used in halls, door- 
ways, gateways, &c.” J. Fyrron. Dated July 8. 


8312. ‘“ Machine for making electric conductors.” J. G. 
Parker. Dated July 9. 

8319. “ Generating electricity and apparatus therefor.” W. 
P. THompson. Dated July 9. | 

8321. Electrical magnet for circular bells and other elec- 
trical purposes.” H. S. Hearn. Dated July 9. 

8331. Carbon element for galvanic batteries.“ A. M. CLARxk. 
(Communicated by C. R. Goodwin.) Dated July 9. 


8343. Extending electrical communicating lines.” D. R. 
Dawson. Dated July 10. 


8345. Dynamo-electric machines.” S. W. Currriss. Dated 
July 10. 


8410. ‘“ Connections for incandescent electric lamps.” H. J. 
Harris. Dated July 11. 


8416. „ Constructing electrode frames for secondary voltaic 
batteries.” A. Knorixsxr. Dated July 11. 


8428. Secondary or storage batteries.” G. E. Dorman. 
Dated July 13. 


8452. Telephonic apparatus.” J. Munro. Dated July 13. 
8491. “ Signalling and switching apparatus for telephonic 
purposes.” A. ColRMAN, F. Brown. Dated July 14. 


8511. Apparatus for signalling on board ship.” J. Lea, R. 
Matruews. Dated July 14. 


8520. Construction and arrangement and method of working 
apparatus for 1 and utilising electricity.“ A. F. Sr. 
GEORGE. Dated July 14. 


8525. Telegraphic signalling apparatus.” L. ve M. Gd. 
FERREIRE. Dated July 14. 


8528. Dynamo-electric machines.” W. R. Lake. (Com- 
municated by E. R. Whitney.) Dated July 14. 


8538. Electric clock with automatic electric winding appa- 
ratus.“ D. Van DE PLAN Dated July 14. 


8540. “ Voltaic batteries.” F.H.W.Hiaeatns. Dated July 14. 


ABSTRACTS 
OF PUBLISHED SPECIFICATIONS, 1884. 


10713. “ Improvements in electrical automatic and optical 
railway signals and locomotive and rail insulation.” W. H. Becx. 
(Communicated from abroad by T. C. Miles, of New York.) 
Dated July 29. 8d. The object of the invention is to enable a 
train, while passing the signal posts or semaphores, to bring the 
arm of the said posts or semaphores into the required position to 
indicate“ danger” or “stop” with no possibility of changing this 
position of the signal before the train has reached a second post 
or semaphore, erected at a certain distance from the first. This is 
done without the use of mechanical contrivances, such as rail 
treadles and such like, and without employing local batteries. 


10996. Improvements in relay apparatus for electric tele- 
graphs.” C. D. ABez. (Communicated from abroad by J. 
Kölzer, of Duisburg.) Dated August 6. 8d. Relates to an 
arrangement of electric telegraph apparatus for transmission from 
line current to working current by means of polarised relay appa- 
ratus described in a provisional specification filed on the 24th 
January, 1884, No. 2078. , 


10699. Regulator for controlling the supply and distribution 
of electric currents.” J. Tavener. Dated July 29. 4d. A 
tube terminating in bulbs, similar in principle to a differential air 
thermometer, partly filled with mercury and partly with air, and 
hermetically sealed. Inserted in one of the bulbs is a resistance 
or resistances (connected with a circuit, the whole or part of 
which it is required to regulate), whose temperature increases 
with the increase of the current traversing it, thus heating and 
expanding the air and displacing the mercury, and causing the 
current, which is to be regulated, to pass through an increasing 
or decreasing resistance, connected with the mercury, which with 
the resistance form part of the circuit traversed by the current, 
which is to be regulated. 


11066.“ A hydrometer, especially applicable for indicating the 
electric condition of secondary or storage batteries.” T. PARKER. 
Dated August 8. 6d. This hydrometer operates upon the 
principle of the hydrostatic balance, and is constructed as follows : 
To one end of a scale beam, and submerged within the battery 
solution, is suspended, by a platinum wire or other suitable 
means, any weight incapable of being acted upon by the solution 
employed. To the other end of the scale beam is attached an 
adjustable balance weight, and from the centre of the beam a 
pointer is carried down to an index face. The balance is adjusted 
so that the weight within the liquid rises as the batterywis 
charged, that is as the solution therein increases in density. As 
the submerged weight rises it causes therefore the pointer to 
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indicate the charged, and the amount accu- 
mulated within the battery. Asthe battery discharges, and the 
density of the solution is consequently lessened, the submer 
weight sinks within the solution, and the pointer arm therefore 
indicates a decreased accumulation of electricity within the 
battery, and consequently also the quantity of electricity dis- 
charged. As the submerged weight rises, the pointer arm acts as 
a counterbalance in the same manner as the pointer of an ordinary 
chemical balance. 


11323. Improvements in telephones.” W.E.Irisn. Dated 
August 15. 6d. ‘The characteristic feature of the present im- 
provements is that the diap (or equivalent vibrating disc, 


sheet or plate, whether made of wood, ebonite, thin sheet metal, 


or other material suitable for the purpose) is supported or 
mounted, and held, or firmly secured at, or adjacent to its inner 
or central part, in such a manner as to leave its circumference or 
outer edges or parts perfect freedom of vibration. \ 


11324. Improvements in — — transmitters or circuit 
interrupters for transmitting articulated speech and other sounds.“ 
W. E. Ix isn. Dated August 15. 6d. Consists in the combina- 
tion of a funnel, cone, cup or other suitably sha insulated 
holder, containing a series of conducting bars or , or of non- 
conducting bars or rods having contacts of suitable as 
material, or equivalent means, uniformly ed and sec 
within such holder with their lower ends or parts close towards 
but not touching each other, with a conducting ball, or its equiva- 
lent, forming part of the electrical circuit, and which freely rests 
upon and is supported by the said rods or bars, or the said con- 
tacts thereof. 


11325. An improved system or method, and means to be used 
in connection therewith, of receiving and automatically record- 
ing articulated speech and other sounds transmitted telegraphi- 

y, telephonically, or otherwise by the aid of electricity.” 
W. E. Intsu. Dated August 15. 8d. Comprises various sub- 
stantially equivalent arrangements of fixed and suspended per- 
manent or electro-magnets, and bobbins, or equivalent means, 
which are combined with a compressible reservoir of ink or mark- 
ing fluid, and with fiexibly suspended means (automatically 
operated by such magnets or equivalent means in accordance 
with the influence of the various sounds electrically transmitted 
and received by them) of transferring the ink or marking fluid 
and thereby recording in phonetic signs or characters the varying 
motions of such magnets or equivalent means on to a moving 
sheet of paper or its equivalent so that such recorded movements 
may be clearly and at any time read off in the manner in which 
ordinary shorthand is read off. 


11385. Improvements in the construction of coils or apparatus 
for the production and passage of currents of electricity.” L. 
GauLARD and J. D. Grpss. Dated August 18. 6d. Consists in 
forming the coils of annular discs with projecting lugs or ear 
pieces, as described in the provisional — 3173, February 
12th, 1884, as applied to the production of secondary coils, but in 
place of using a double helix, as there described, the inventors 
use a coil only for the primary current. They form the discs each 
with two lugs or ear pieces at either side of a slit in the said discs 
and extending from the outer circumference thereof. 


11393. Improvements in the construction of armatures for 
dynamo-electric machines.“ R. P. SELLON and J. S. SELLON. 
Dated August 18. 6d. The inventors form the armature core of 
soft band or hoop iron which is wound upon a suitable ring or 
support, preferably of wrought iron, which they call the“ founda- 
tion ring,“ as it forms a substantial foundation for the first layer 
of the band iron. The band iron may be wound on to the foundation 
ring, either in a single spiral or one or more spirals, and these may 

either of one or varying widths. This spiral, or these spirals, 
are preferably in one length, but may be made in several lengths. 
The inventor sometimes winds or places thin canvas, paper, or 
some suitable insulating, and preferably incompressible substance, 
between each layer of the band iron. 


12516. “Improvements in galvanic batteries.” P. R. DE 
Faucneux p’Humy. Dated Sept. 17. 6d. The inventor 
employs ribbons of iron or steel folded upon themselves as many 
times as is necessary, either vertically or horizontally and spirally, 
or any other form. A carbon element is plunged in a depolar- 
ising liquid contained in a porous vase or in a hollow carbon, or in 
any other vase. One extremity of the metal element and one 
extremity of the carbon element will form the two poles. The 
depolarising liquid may be pure nitric acid, or sulphuric acid and 
nitric acid, or sulphuric acid and nitrate of soda, or nitric acid 
mixed with water. The carbon pole immersed in the porous vase 
or containing the depolarising liquid, is plunged in pure water 
contained by or in which the metal element is immersed, the 


action of endosmose taking place a very light chemical reaction is 
generated. 


12802, “Improvements in voltaic batteries.’ D. G. Frrz- 
GerazD and T. J. Jones. Dated September 25. 6d. The essen- 
tial feature of the present invention consists in the conversion of 
sulphate of lead into spongy lead to form positive elements, and 
the further conversion of this spongy lead, or pod rd lead from 

u 


another source into peroxide of lead, for the ction of ne 
tive elements. * 


15480. “Improvements in membrane telephones.” S. P. 
THOMPSON and P. Journ. Dated November 25. 6d. Have for 
their object the perfection of telephonic instruments such as are 
described in the English Mechanic of August 11th, 1876, page 551, 


having armatures carried on membranes or drumheads, and the 
improvements are designed to effect an increase in the sensitive- 
ness and efficiency of the apparatus. 


15567. A new pri battery.” A. R. Upwarp and C. W. 
Pripnam. Dated Sovember 26. 4d. The inventors cause a 
carbon element to be surrounded by broken carbon in a porous 
cell, and amongst this broken carbon they cause chlorine to 
circulate. They admit the gas by a pipe sealed into the cell, pre- 
ferably at the bottom, and lead it away by another pipe Fee 


sealed in at the top, and so we convey the gas from 


1885. 
455. Improvements in printing telegraphs.” G. M. Harn- 
away. Dated January 13. 8d. Relates toa Ring type — 
system and apparatus of the class in which rotating wheels 
are used in connection with impression devices operated by 
electro magnets, the object of the improvement being to accom- 


plish the transmission of printed telegraphic messages with in- 


creased rapidity as compared with the previously existing state of 

the art to print at the transmitting station a message simultane- 

ously with its transmission to a receiving station, and to print 

m in pages of parallel lines, though the apparatus may be 

per or printing in a continuous line on a narrow strip or 
et. 

639. “Improvements in arc electric lamps.” R. P. SeLLON. 
Dated Janu 16. 6d. In the fig., u, u, is the main magnet 
fixed at the lower end of the lamp, which, upon the current 
passing, attracts its armature, a, and draws down the lower 
carbon, ci, thus establishing an arc. The upper carbon, e, is 
attached to the rack rod, R, which engages with the gearing, a, 
the gearing terminating in the fly, , and locked by the lever, L. 
This lever is attached to the armature core, r, of the spool, n. 
This spool is wound with fine wire, and in conjunction with the 
fine wire wound upon the “cut out” spool, o, is connected across 
the terminals of the lamp, as shown by the light line surrounding 
either magnet, and is further wound with coarse wire, which is 
connected with the “cut out” device, t, and the “cut out” 
spool, o, across the terminals of the lamp, as shown by the heayy 


‘line on the drawing. Thus when, owing to the consumption of 


the carbon, the distance between their points becomes great, the 
armature of the “releasing” spool, R, is drawn down and the 
gearing unlocked, allowing the carbons to approach. When, 
owing to total consumption of the carbons, or other accidental 
cause, the distance between the carbon points becomes excessive, 
so that the circuit is in danger of being entirely broken, the 
increased current shunted through the fine wire on the spools, 
R and o, causes the latter spool, o, to attract its armature, t, and 

tablish a short circuit through the course wire wound upon 

th spools. The coarse wire upon the spool, x, which up to such 
point had been inoperative, will now magnetise and attract its 
armature core, r, and thus allow the upper carbon to feed down 
to its full or the desired limit. 


2135. Improved construction of insulators for electric tele- 
gp and telephone wires.” W. C. Jonnson and S. E. PMLLIrS. 
ated February 16. 4d. Fig. 1 of the accompanying drawings 
shows a section of an insulator constructed according to the inven- 
tion ; fig. 2shows an elevation thereof to a smaller scale, the head, 


—— — 


—— 


— 
— 
* 
A æ Lo 
| 
hi; 
= 
| 
4 
£ 
| 
— He 
pou 
Ne 
— 
le] 
i meen Be 
181 
| 
— | 
1 
| 
| 
) 


64 


[JULY 18, 1885. 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 


a, of the insulator, as also the end, b, of the metal stem being 
inclined away from the direction of the pull exerted by the loop, 
e, of the telegraph or telephone wire. d is the wire loop for elec- 


Fra. 1. Fie. 2. 
trically connecting the wire on one side of the support with the 
wire on the other side thereof. | 


2477. “Improvements in repeaters for submarine cables.” 
M. G. Farmer. Dated February 24. 6d. The object of the 
invention is to provide practicable and efficient means for working 
repeaters on a submarine cable divided up into several sections 


without the 1 of local batteries at the repeaters. Two 


wires are used for the purpose. 


2575. Improved means for regulating electromotive force in 
the various parts of a system of mains used for electric distribu- 
tion.“ J.E.H.Gorpon. Dated February 25. 4d. It consists, 
firstly, of a wheel, the surface of which is partly wood and 
partly metal, and on which press metal brushes connected re- 

vely to the separate component cables of the feeding main. 

e dynamo current enters the wheel and passes off by all, or less 
than all, of the brushes, according to the position of the wheel, 
i. e., according as the brushes press on wood or metal. Consists, 
secondly, of an apparatus for moving this wheel in accordance 
with changes of electromotive force at the distant centre, and so 
as to correct those changes. 


CORRESPONDENCE. 


Submarine Cable Data. 


There was in your issue of May 23rd a question raised 
under the above title as to the insufficiency of informa- 
tion with reference to the details of the composition of 
an electrical cable after its submersion, as furnished by 
contractors in general to the companies for whom the 
cables have been made and laid. 

Now you must be aware that, as a rule, during the 
manufacture and submersion of an electrical cable, all 
the separate component parts are submitted to consult- 
ing engineers who are engaged by the company for that 
purpose; the position of such parts in the cable are 
further under their complete cognisance from its first 
appearance as core down to its final resting place on the 
sea bed. 

If, then, any official of a cable company considers 
himself at a loss for any particular information, he can 
demand that such special details be obtained from the 
consulting engineers, and the contractors can hardly 
be called to account in this case. 

The foregoing remarks apply to contractors in 
general, but with regard to cables manufactured by 
ourselves it has been our practice, when the companies 
have not been specially represented by consulting en- 
gineers, to give tothe company direct as full particulars 
as we ourselves keep of details of the separate compo- 
nent parts. 

Thus—to mention the electrical qualities alone—they 
receive for each coil complete tests at two fixed tem- 
peratures (75° and 50° F.), with the insulation in each 


case up to 10 minutes electrification (the values thus 


given being especially reliable from the fact of their 
being the results of several series of tests and extending 
over a considerable period of time during the process 
of manufacture). The positions of the coils in the 
cable as manufactured, then as shipped and finally as 
laid are given independently, so that each position can 
be easily checked if necessary. 


It is evident, therefore, that with these particulars at 
hand an electrician could employ himself for many 
months in working out any special quality or inequality 
of the cable with the effect it would produce after sub- 
mersion. 

It is not necessary to go into detail as to the other 
data which we furnish, and which are just as volu- 
minous, but we venture to say that what we do give 
affords material for a most accurate and detailed 
account of the position, mechanical and electrical pro- 
perties of the cable before and after its submersion, 
and for the reduction of such values to the usual 
standards. 

Siemens Bros. & Co., Limited. 


L. LogrFLer, Managing Director. 


| 12, Queen Anne’s Gate, Westminster, 
London, 8.W., July 11th, 1885. 


Radidtions Emitted by Incandescent Carbons. 


The conclusion arrived at by M. Felix Lucas in his 
recent communication to Les Comptes Rendus should 
not be allowed to pass unchallenged without some 
further grounds than are there given. 7 

Mr. Preece has found that the luminous radiations 
emitted by incandescent lamps are proportional to the 
sixth power of the current, subject to a coefficient, and 
this has been proved both by experiment and theory by 
Capt. Abney, and is the result arrived at by the Munich 
tests. 

The spectrum of a body as it rises from red heat to 
white heat gradually extends from the red to the violet, 
and beyond to the actinic regions, but no one has 
hitherto noticed, or at all events published the fact that 
at the higher stages of incandescence there is any fall- 
ing off of the red rays. 


No experiment of this kind is of much value unless 


the actual volts are given, that the watts, not the 
ampéres, may be compared with the radiations. It 
appears very probable from the look of the curve 
alluded to by M. Lucas, that the radiations continually 
increase, probably as some power of the watts, and that 
the falling off which begins to be noticeable after 
150 ampéres is due to some obscuration produced by 
volatilisation of the carbon which might be expected at 
that temperature, and which would, unless specially pro- 
vided against, be quite sufficient cause for the decrease. 
There is evidently some error at 165 and 175 amperes, 
and it would be interesting to know how the “ three to 
seven experiments” agreed among themselves. The 
results seem quite at variance with Capt. Abney’s 
researches. 


Bull Green Works, Halifax, 
July 13th, 1885. 


Alex. P. Trotter. 


„Secondary Batteries.“ 


One word more upon this subject and I have 
done. Will the Electrical Power Storage Company 
answer the following questions ? 

(1) Is it not a fact that in all cases where the 
E. P. S. Co. have put up installations, the main switch 
(designed and made by them) used for putting in or 
cutting out a cell, short circuits that cell every time it 
is used ? | 

(2) Will they explain how it is that fatal injury is 
not done to the cells in this case, as well as when 
short circuiting them momentarily to test them ? 

(3) Are the E. P. S. Co. prepared to guarantee their 
batteries for, say, three years? For on their own 


showing, they require no skilled labour, overcharging — 


cannot hurt them, buckling of the plates is prevented, 
and lastly, short circuiting through switches recom- 
mended, as evidenced by their show at the Inventions 
Exhibition. 


Cleveland Works, W., 
July 14th, 1885. 


F. Geere Howard. 
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SPECIAL WIRES FOR DYNAMO 


"PATERSON & COOPER, 
ELECTRIC LIGHT AND POWER AND TELEPHONE ENGINEERS, 


ST. PAULS WORKS LITTLE BRITAIN, ‘LONDON. EC, and 
EUROPEAN TELEGRAPH: WORKS-POWNALL “ROAD, DALSTON. 
Prize Medals, International Electrical Exhibitions, Paris, 1691, London, 1888, and Calontta, 1888. 


MANUPACE CRIES OF 


DYNAMO. MACHINES ARG LAMPS, AND. ALL AOVESSORES FOR ELECTR 


& Phonix for Incandescent. or Aro Lighting + Slowspeecd 


Machines for Ship Lighting; Dynamos for Electro-Deposition of Metals. 

SEARCH LIGHTS.—Submarine Arc Lampe for Salvage or Fishing. | 

ENGINES.—High Pressure and Condeneing; Steam Boilers; Turbines, Water Fos Overshot Breast 
and Undershot ;. Shafting, Pulleys, Plummer Blocks, Gearing, Belting; &e, 

ARC. Manufacturers of the Lamp, ‘the Pilsen Are Lamp, 
the J. F.,“ amd other : 

INCANDESCENOE LAMPS—Azente for Baise: Bernstein and other incandescence lamps. 

MEASURING INSTRUMENTS.—Cardew’s. Universal Voltmeter, Paterson's Patent Electro«magnet Am and 
Voltmeters, and Enginé-room Ammeters; Ayrton & Perry's Am ‘and Voltmeters, Ohmmeters, Power- 
meters, Tachometérs, & 

CARBONS. Wannen DIAMOND” Carbone, as used at Severn and M ersey Tunnel Works, Great Western 
Railway Company, International Health Exhibitions Se.; Hanprmvuta’s Sorr Conn CARBONS. 
FITTINGS —Sockets, Holders, Lamp. Reflectors, Brackets, Improved “RE” and Maynard Switches; 
Safety Cut-onts, and all requirements for electric light installations ; Cables of all descriptions. 
TELEGRAPH INSTRUMENTS.—Telephones, Switch boards, Magnete Call Bells; 8. N.“ Instrument 

Railway Signal and Speaking Instruments, Tapper Bells, &c. 


EXPLODERS & TORPEDO GEAR. - Sms and Mackenzie Firing Keys ; Fuse 8 for Blasting. 


and Electrical Work of all sorts ‘ut. and Specifications for Electric Lighting free Of Cost. 


ELECTRIC “LEADS, GUTTA-PERCHA, INDIA-RUBBER COMPOUND SRAIDED 
SILK-COVERED WIRES. | 


PHILLIPS BROS., 


ELECTRICAL WIRE MANUFACTURERS, 


THE LEA TELEGRAPH WORKS, HACKNEY WICK, 
LONDON, 


 FOBMERLYE OF. 


MACINTOSH LANE, HOMERTON. 


à 


ESTABLISHED 1870. 


. 


SPECIAL WIRES FOR INCANDESCENT LAMPS 


GERMAN SILVER WIRES FOR HIGH RESISTANCES, FLEXIBLE CORDS, TELEPHONE 
WIRES, * — 10 


» 


— 


~ 


and Gutie-Porcha covered is all gnuges. 
INSTRUMENTS." More” Single Needle, Whestsidhe’s Alphabetical, Semaphore “Block” Instruments, Belle, 
Resistan Th 


WP Pear, 10/07 AD 


COMPANY 


and Warchouses; 106 100, CANNON STREET, LONDON, 
Works: Biivertown, Persan-Beaumont, France. 


— 


“TELEGRAPH ENGINEERS AND MANUFACTURERS 


Subterranean, and Arial, 


Cobia, Sir a, «nd other Galvañometers, Condensers, Testing Instruments, &c. 4 
MANUFACTURERS FOR GREAT TAIN. IRELAND, AND COLO S OF THE 
has received the most favours le reports m the Post 


LEOLA BA 

À mh Authorities Sud other éminent Telegraph Engineers, and is now in general ire e Post Office and 
ch and Continental Railways. purposes it All 
other kinds of Batterion also tuauefactured. ÆEbonite Cells, Carbon Plates, &o. 


INSULATORS, Porcelain, Browywere, &o. ‘ 
Manuracrunzas OF THE MOST — pon RAILWAY BLOCK SIGNALLING. 


SEMAPHORE REPEATERS, “ LIGHT” INDINATORS, AND WALKERS “ PASSENGER AND GUARD" COMMUNICATOR. 


TELSGRAPH STORES AND APPARATUS OF EVERY DESCRIPTION. 


TOR O APPARATUS.- 


THE INDIA-RUBBER, GUTTA-PERCHA, AND TELEGRAPH WORKS COMPANY art 
Patenises and Manufacturers ofa Complete System of Torpedoes for Harbour and Coast Dione 


AND OF TES 


SILVERTOWN PATENT FIRING BATTERY. 


A Constant Battery for Mining and Blesting Purposes. 
CONTRACTS ENTERED INTO for the SUPPLY, CONSTRUCTION, aad MAINTENANCE ef TELEGRAPH LINES. 


MANUFACTURERS OF 


VULCANISED INDIA RUBBER. 


— — — — — 


VALVES, SHEET, BUFFERS, SPRINGS, “WASHERS, WHEEL TYRES, CORD TUBING, AND DOOR AND CARRIAGE BATS. 
INDIA RUBBER AND CANVAS SUCTION AND DELIVERY HOSE. 


INDIA RUBBER and CANVAS STEAM PAOKING — ROUND, SQUARE, and SHEET. 


INDIA RUBBER MAOHINE DRIVING BANDS. 


WATERPROOF GARMENTS AND FABRICS: 


Conte, Capes, Leggings, Hats, Helmets, Knee W Sheeting for Hospitals, Water and Air Bile 
Pillows, Cushions Buttlon Bathe, Life Life Belts, Gas Bags. 


— 


EBONITE. 
Not affected by. Vinegar or Hydrochloric or Acta. | 
| 8 Tubes, Mouthpieces. Rod. 
Articles. 4 | Surgical Appliances. 


GUTTA-PERCHA: ‘ 
Tubing, Belting, Buckets, 


‘ 


— — — — — — 


SILVERTOWN, ESSEX. LONDON, E. BEAUMONT. FRANCES 
; | London Office—106, CANNON STREET, .O. 


Warehouse 100, CANNON STREET, E. g. 
BRAIN OES: | | 
'62,Castie Street. | Berrasr 383, High Street. 
„ 10, Osstle Street. | N&rwror, Mow.” §2, Dock Street. 
ROMEMOUTE „ Pierhaad Chambers, Bate Docu, 


Girainger Street, West. 
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